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IRISHMAN 
LEADS FIELD IN 
BRITISH OPEN 


Nolan Breaks Course 
Record With 67. 


SARAZEN TEN STROKES BEHIND 
THE LEADER 


Lacey Tears Up Card 


London, To-day. 

“Playing superb golf Nolan broke 
the St. Andrew’s course record with 

a faultless 67 to lead the 280 com- 

petitors in the’ final qualifying; 
round of ‘the British Open Golf| 
Championship yesterday. 

The American invaders all prov- 
ed successful. Gene Sarazen, the 
holder, returned a card.of 148—-ten 
strokes behind Nolan. 


THE « BEDFORD 
TRANSPORT MAGAZINE 


———— 
THE HONG KONG HOTEL GARAGE 
Happy Valley. 


mm dollar, ox 


application, 


SOVIET SIGNS. PEACE PACT 
WITH NEIGHBOURS 
Definition Of Aggression Is 
Basis Of Convention 


London. To-day. 
A Convention for the definition 
of agression wag signed yesterday 
afternoon at the Soviet Embassy 
jn London, by representatives .of 
. Rumania, Czecho Slovakia, Turkey, 
Soviet Russia and Yugo-slavia. 
Except that it.contains an Arti- 
ele extending to other countries 
the right of adherence to it the 
Convention is the same as that 
signed yesterday by the Soviet, 
Polané, Rumania, Turkey, Es- 
thonia, Latvia, Persia and 
Afghanistan. —, British Wireless 
Service. 


ROOSEVELT 


SHANGHAI - 
* CANTON AIR 


Among the leading British 
players ‘Archie Compston {s up 
with the ‘leaders, but Percy 
Alliss failed to qualify and Al- 
fred Lacey tore up his card. 
George Dunlap, the American 
who reached the semi-final of the 
British Amateur, failed to produce 
the form thet gave him a first round 
card of 71, and Olin Dutra, the 
American Ryder Cup player, also 
failed to keep his place among the! 
leaders, 

The principal cards, 
by Reuter, are:— 

Nolan (ireland) 714-67=1 33 


- Horton Smith ( 
ha Archie Compston 


147 
Joe Xirkwond 
=147 
Gene Sarazen (U.S.A, 73-4 Th =14s - 


( Australia} 


Intense heat dgain prevailed dur-) qAe Shanghai-Canton service: 


ing the final qualifying round and, 


the fast condition of the turf caused : 


senantions in the afternoon round. 
. Alfred Lacey, who lost 2 and 1 to 


Walter Hagen in the Ryder CUP joing by Mr. H. M. Bixby who is 
contest, tore up ay, ae to tke in charge of the organisation of the 
\ new precedent in the history o new service, shortly after his arri- 


as -eabled but it Is hoped to include the Co- 


404 ore mail will leave Kal Tak on 
a ear a PAI Monday, next for the Northern port 
3 0474.07 the’ 


SERVICE 


demand, 
ers ae vat 58, 


STRONG’ CRITICISM vows : 


ATTITUDE | 


IT IS HOPED. IN AMERICAN QUARTERS THAT THE RE- 
CESS OBTAINED AT THE WORLD ECONOMIC..:CONFER- 
| ENCE, WILL PROVE A “COOLING Ore. PERIOD IN’ WHICH| exert every effort to keep the World 
THE DELEGATIONS WILL HAVE 
PRESIDENT ROOSEVELT’S STINGING WORDS. 
Mr. William Cordell Hull explained ‘yesterday. 
he had asked for a 24-hour recess in order to talk’ things over' 
with both the British and American delegates with! the hope that|through the United States Navy De- 


A CHANCE:T0 FORGET 


‘can be resum- 


Hong Kong | Not To Be | within the next two days the Conference situation 
Linked Up. ed and an economic policy formulated on which work can proceed. 
| , The Americans are known to desire. further “discusstoas ‘on “price- 
TRIAL FL CHT PLANE LANDS raising and other countries believe that President Roosevelt greatly de- 


AT KAl TAR TO-DAY. 


Hong Kong for or the time being is 
‘Wet to be directly linked with the 
Shanghal-Canton air-mail service, 


great effort to this end. 
CONMITTEE AND THE 


wlony at a latter date, Meanwhile, 


China National Airways 
plane which arrived here from 
{Swatow this morning. 


BY AMERICANS 


Dramatic } Finish:To 
Meetings. 


FRANCE AND ITALY YIELD - 
TO HULL'S SUGGESTION 


‘inking up with Chinese coast 
‘towns, Is to be put into operation 
immediately. 

1 These statements were made this 


championship. Such a thing had val together with five other officials. 


- not been done before. 

Nolan, the Irish profess{onal 

from Portmarnock, broke the 

7 old courre record of 68, held 
jointly by Bobby Jones 

(U, S. A.) and George Duncan 

(Britain) with a faultless 67. 

With a 71 in the first round 

Nolan led the qualifying field 

with an aggregate score of 138. 

Horton Smith, 


aggregate of 142, 
(Continued on Page 9.) 


CRICKET RECORD 
AT WORCESTER. 


Hammond And Dacre” 
Score Two Cave: 


~ Wally. Hammond a end C C, Da 


equalled a cricket, record dating 
back to 1899 when they scored a! 

innings for Glou-{ ° 
st Worcestershire 


century in ea 
cestershire aga! 


yesterday. 
Yorkshire beat Surrey at Shet- 
field and Sussex overcame Kent. 
Essex were beaten by Northants 
and Notts baat Derhy at Ilkeston. | 
“te ® fonings 
ee * pofnts from Somerset.in the only 


Warwickshire: “took first . 


“other. deere match. ; 
_, [Details on Page 9.) 


~ CHINESE ) WARSHIPS 
OFF, WAGLAN 


Mutiny: ¥ Sequel. 


‘ _ Tht ‘three Chinsee cruisera ‘Hal 


“the American 


” 
Henry Gan who ed he OL pm afin 14 ora ng rat the Sal 


stay until Monday, wher the return|Exchegquer, Mr. Neville Cham- 


“ Service. 


London, To-day. . 
The following are’ the 
events leading up to the dra- © 
matic finish of the World 
Economic Conference. 


‘The giant Sikorsky twin-engined 
bie plane, landed at Kai Tak aero- 
‘drome after a. satisfactory flight, 
shortly after 11.30 this morning. 

' "The plane left Shanghai at 7.45 
iam, on Monday, arriving at Foo- 
\chow at 5 p.m. the same day after Yesterday 
(a stay-over at Wenchow. Leaving|morn ing’s 
Foochow at 10 a.m. yesterday, a meeting of the 
stop was made at Amoy before the !Bureau appointed 
hop. to Swatow, which was reached 2° committee to 


The plane took off from Swatow resolution, com- 
for Hong Kong this morning at |posing the Bri- 
10.15 a.m. After resting overnight, ;tish ears Mr. - : 
'the party will leave for Canton at}Ramsay Mac - Mr. Hull. 

‘8 a.m. to-morrow; where they will Donald. the Chancellor of the 


itrip. will commence. berlain, M. Bonnet, French Fin- 
Members of the party are, Messrs.|ance- Minister, and the - Dutch 
.|H. M. Bixby, W. L. Bond, W. S./Premier, ‘Dr. Colijn. .- \ 
\Grooch, RB. C, Grosser; 2 R. H. Dash) At 3 p.m., the committee had 
and T. ¥. Wong; almost ‘agreed to the resolution, 
e | OT ean a, noting the results obtained at the 
ITALY'S AIR ARMADA IConference and stating the rea- 
DELAYED IN IRELAND Betis necessitating ite. adjourn- 
ment, - 
Londonderry Reykjavik Hop While the discusiion was 
To bed Made To-day proceeding,” a messenger - 
: ' brought Mr. MacDonald a 
eri ~Londcin, Towday. }—-note—from—the-delegation—of 
The Italian seaplanes now at 
Londonderry on the Bome-Chicngo 


fight yesterday postponed 
Separtare. for oN Iceland, 
until to day. 


‘ The 


-. for. a’. postponement of ‘the 
‘|. meeting of: the Bureau 
fixed for 6.p.m., as they had - 
an important communteation’ 
to make, ~ 


q 

lr Minister. . 
machines capsized while landing : 
at Avnsterdam.-- British ~ Bid res an: 


Tondon,, ds ; 


Tonk 
a State, .Mr. Willlam Garde Hl 
; Members “of the. Houston” Mount reach 


had: aa ft. impose! 


“ing to a’ message recelved by” the|$ winds te dors in 
“t+: Useged by the B ; 


Naval Intelligence: Centre. 


sires the Conference ‘to continue and therefore, that he. will make a 


RECESS: SECURED! Avoiding Sia 0 n 


‘Conference.—Reuter. ae 


The silver “aub-committée under 
the Chairmanship of Senator ‘ ‘Key 
Pittman, yesterday, discussed the 
progress of the conversations with 
reference to a conclusion and an 
understanding between - producers 
of - silver” and large - poder of 
stocks. ; 


The meeting decided id goraue ; 


report whe r 
the United ° States, -saking- hes oe feached Bester, 


‘YESTERDAY MORNING'S MEETING OF THE. ‘STEEI 
EVENING MEETING 
BUREAU WERE CHARACTERISED BY MUCH. 


Roosevel 


AMERICANS TRY: TO ‘PROLONG 


LIFE OF CONFERENCE i 


ork Londba, earlier. 
~The Bureau of the World 
. Economic Conference bas. been 
adjourned - ‘to-morrow. 

Though -’it - as eiucaly 
thought as. the Conference 
will end on Thursday it is not. 
a foregone conclusion. 

The Americans are doing 
their utmost to prolong its-life. 
in order to avoid the ‘already’ 
voiced opinion that President - 
Roosevelt has “torpedoed” the 


SILVER COMMITTEE TO 
” REPORT LATER. 


aot “London, To-day. : 


” Present Cables - New. 
Instructions. 


DELEGATION IN OFFICIALLY 
ENCOURAGED 


White House last night, and has 
cabled fresh instractions to the Un- 
ited States delegation in London to 


Economic Conference going. . 


“President, ” Roosevelt's’ 
tions were coded . and dispatched 


Tt is authoritatively 
stated that President 
Roosevelt. has’ every - con- 
fidence that the: Conference 
will not break up and that 

‘the American delegation 
‘would be able to act to keep~ 


“not heen disclosed, and it is 

’ stated that. any ‘news 

_ have to “come: from London. 
=z, Reuter. | 


mp Bedigi st + 


" Rénaevell Returning ; 
To Washington. 


feo Annapolis, earlier. 
President. Roosevelt left for 
Washington yesterday. evening. He 
has concluded his cruising holiday 
on'the U. 8S. a» dndianapalls —Reuter. 


RIOTOUS. JULY: 4 


American Holiday 
Tragedies. : 


44 DEAD; HUNDREDS HURT 


ao: New. , York, To-day. 
* Forty-four holiday makers 
‘are‘dead and hundreds injured 
- asa result of the Independence — 
Day celebrations in the Gaited 
States. :  ~ : 
Accidents are 
throughout the’ “country, most of the 


car, bathing and fireworks aechs 
denta,-—-Reuter- 


COTTON - TRADE 
- COMPETITION. 


Than ‘Lancashire. . 
_ NEGOTIATIONS NS -PROCEEDING- 
~~ WITH. TOKIO 3 


: Washington, To-day. ie 
- President Roosevelt arrived at the] . 


iaste:|CANTON PROTEST of whom arp seeded play 
REACTION ised ts Seni Pit Remnd of 


it in. progress. 
The text of the cable has. 


reported “from |. 


‘casualties resulting from .motor-/’ 


Mile: Velerio,* the Spanish - «| 
champion, was beaten in. D 


. straight sets by Dorothy Round J ocothy Round (Britain 
at Wimbledon yesterday. acobs (U. S. A.), Franlein’ Krali-- 


Warning | ‘In London. 
Against -Loans, 


DISUNITY. IN CHINA 


“Commenting on: ithe cable-. N 
gram received from’ the South-_ 
west Political Council: af Cane 
7 referring to’ reports that.° | 
. Ms. T. Vs Soong, Chinese Fin- ° |i 
-apee Minister is, trying to nego-. [when :: 
tate loans abgodd. and declar-7: 
‘ing’ that any such = ~ (player: 
“nationally repudiated,” ‘the 
“Morning. Post,” while admit-- : 
ting that it does’ not know by. 
what authority the’ Council 
speaks, . states’ that’ the -state- ‘ 
ment illustrates the present di- 
 sunity in-China and is a useful-- 
caution’ against granting cre- . 
dits to the Chinese .’ Govern- 
ment at present.—Reuter. 
‘ SOONG’ LEAVING . 
LONDON. 


Farewells 1 Premier. 


CALLING AT T CAPITALS ON 
. JOURNEY HOME. ‘ 


The ‘visit Vv. 
Soong, Chinese Finance Mini-, 
ster and leader of the Chinese - 
- delegation to the World Econo- * 

mic Conference, . to London ig 
_ drawing to a close. || 

Yesterday afternoon he‘ saw ‘the ) 
Foreign, Minister, Sit John. Simon, 
at the Foreign ' Office. and” then 
went to the: World ge. Con- 
ference to bid good-bye to.. Mr. {.) 
Japan: Better Organised 


Vi 
" yet fixed but it will]-. 
probably be towards.the week-end. |! 
On the journey to China he willl nese 
-Jeomplete his series. °of visits ..to|3.6, Bl 
Continental ‘capitals, : 


AT: HOME PRICES: 


‘BERNARDS’ OF HARWICH 


CHATER. ROAD, 
HONG: ‘KONG: 


Miss. Round 0 Oniy. British 
- Semi-Finalist, 


FAVOURITES S BEATEN. IN 
MEN'S. DOUBLES . 


Landon; To-day. 
), Helen ° 


winkel’ (Genuany) and: Mra, — 
Moody (U. S.A. and bolder), all 


exs, have | 


* Sensational” play featured the 
Men’s Doubles match, “The leading 
American pair, L. J. Stoeffen' and 
Clifford Sutter, were éliminated by . 
a lesser known British combination; . 
ee and, Turnbull, Australia's No, 


2 pair, were By te oly 


Locdoas To-day. 


jto win. the first set off the winner of . 
French. Championship at Auteuil, 

lost the second set, and then rallied 

[brilliantly to win the figal oct at 6-1. . 

. Helen. Jacobs,.” last year's 

. finalist, proved altogether: .too : 

, good for .Mme. Mathieu, the. - 
French champion. Dorothy 

*’Round displayed encouraging 
torm to beat Mile. Valerio, the 

Spanish chempies, in straight - 


sets, 
; Playing. in her second match of 
_|the day Dorothy Round, in partner- 
ship with Mary. Heeley, suffered-a 
straight sets-defeat-in the Women’s - 
“|Doubles, The British Wightman 
Cup pair and one. of the’ seeded 
‘|four, lost the first ‘set to Freda 
James and Miss Yorke at 8-1 end 
lost in straight sets at &8 after a. 
stirring struggle. 
The fine progress of 7, Aold and 


London, bean 
of Mr.” T. 


f V. Kirby and: Mile. Sigart 
won in three sets, 

R Nuno, and Miss’ Noel deat A. 
Stedman, ‘and Miss Wright ge con- 
vincing manner. 


_ Continued on’ Page. 12) 
renee SINGLES. 


a B 


nee) CLS (Ger 
t -Marraret Sere ole 


calling: ‘at 
‘obably. at. other places. 


Heeley and Dorey 
Bel, ae 


tions | tain). ‘beat. C..Centlen 
and Ronseas (France) ead ats 


- 


world’s most famous and exclusive retail thoroughfare, 


ent aor | 


. 


EAM CULL UAL 


| 72 out * 100 | 


Smartest shoppers on Fifth Avenue, New York, the 


say they prefer this beautiful new pen. 


| AND | 
YOU, 100, 
CAN HAVE THIS 
UNPARALLELED 
WRITING INSTRU- 
MENT AT THE 
COLONY’S 
SHOPPING 
CENTRE. 
KINDLY CALL 
AND SEE FOR 
YOURSELF. 


THE SINCERE CO., LTD. 


Sole Agente. 


EVERSHA RP 
DORIC © 


DRY CLEANING 
Keeps Clothes Fresh and Wearable 
All the time. 


Make it a practice to go through your 
wardrobe regularly and send all sofled 
clothes to the cleaners. “It preserves 
them and extends their wear. 


Sy THE STEAM LAUNDRY CO. 
SS wo. 


The Largest Sanitary. Laundrymen, Dyera and 
Drycleaners in the Far East. | : 


Head Office & Works, Mongkok, Tel. 67092. 
60, Queen's Road Central “yy, 21278." 
27, Nathan’ Road, 7 "68548. 
336, Nathan Road. "7" 58906. 


MO LL 


a iad 


RRARAAAARAAFAAA RARER RAAER AA? URAL AAE tO. f 
oe RAR ARREARS Pe 


sienna 


The Chin: And | 
‘Throat 


How To “Keep Them 
Youthfully Firm. 


In order to keep the contours of 
the chin and throat youthfully full 
and firm till late in life it is neces- 
sary as the Negro song Says, “to 
watch out” and begin treatment 
before ‘the signs of age Appear, 
which they are apt to do round | 
about the early thirties or even be- 
fore (writes Margaret Hallam. in 
the “Daily Mail)”. 

Treatment must be given for both | 
the skin and the muscles. In or- 
der to keep the former unlined, fine 
in texture, and a good colour, wash 
the neck at bed-time with really | 
hot water, applying plenty of fric- 
ition with a well-soaped loofah, es- 
‘pecially at the back of the neck, | 
behind and under.the ears - and 
cnin. Finish by bathing well with 
‘cold water. 

In the morning bath with cold 
water to which a.tablespoonsful of 
the cheapest: white wine has been | 
added. This acts as‘a slight as-| 
tringent. 

* Qccasionally rub the whole sur-} 
face over with a slice of lemon, | 
after the neck has been dried, and 
let this dry on. : : { 
Twice a week at the night, be- | 
fore using the cold sponge, mois- - 


ten the fingers of both hands ip ‘Brenkfast. , 

a cream and bring the fingers in : ° 

jong, sweeping strokes from the | Tomato Juice 

chin to the base of the throat.! ° Ready Cooked Wheat Cereal 

Then. tilt the head back and bring | Top Milk 

the fingers firmly across the chin Craham Toast Coffeo 

from ear to ear using the hands. al- I. Milk 

ternately for five minutes. If the . 
Luncheon 


glands are tender all massage . - 
movements must be omitted. eae gant pais “Cocos 
In order to keep the throat and, 1g, 0° is ear Sace _ 
chin firm do the following exercise ‘4... 64 er 
five times each night and morning . mame 


for three weeks, stop for rat | Bran Bread Butter 
s|.Head Lettuce French Dressing 
weeks, and do them again. After). ‘Sliced Basanas Tea 


“lthig leave them off for a couple of} 
months unless the neck ‘Is very: - 
thin or the chin in much need of 
subjection, because if neck exer- 
cises are overdone the throat be-| 
comes too thick, ; 
Move the ‘head very. slowly back 
far as ever it will go, then forward, |. 
thrusting out the chin well. : i eee viata 
Turn the head slowly as far to|. mix cocoa, salt, sugar. and water. 
the right as it will go, then to the pojj gently four minutes, Add 
left, ; . ‘milk slowly. ‘Sir constantly and 
The next exercises are adapted cook until cocoa is hot. Add 
from singing. These can be Prac- vanilla and serve. 
|tised day in and day out of all the; For a.“real treat” add marsh: 
gear round—provided you ‘haven't ristlows to the cocoa just when it 
an audience, seen or vascen! They iis served, ; 
are good for the health as well as Fig Cookies ($ Dozen). - - 
beauty, and cannot fall {f properly (With buttermilk) . 


Milk =, 
Cocoa, Serving Four- 
4 tablespoons cocoa 
Yy teaspoon salt 
4 tablespoons sugar - 
1 cup water 


done to keep the throat and con- 2/3 cup fat 
tours of the jaw very young. 1% fups sugar 
2 eggs 


pare a deep breath erg 
e¢ vowels Ah, Ay, EE, O. ,0 be- 

ginning on middle’ “C” and ascen-| : - es ; 

ding the scale for an octave. Dwell 2)8 cup chopped dried figs 
on. each note, making {t.as long-| % taspoon salt . 
drawn-out #3 possible; and don’t, { teaspoun cinnamon © 

Ue afraid of pulling what the a 4 éups flour 


tae {s also ‘a 00d and buttermilk and beat two min- 

|. The same exercises should he cing a ieitiye is eeupgeerin 
‘used whether the throat and chin’, d of spoon onto ed 
are too full or too seragay, because ‘baying sheets, Bake 12 minutes 
the tendency of such “is to restore jin moderate oven: an, 


eis normal, ig i. Uo. sOreempd eee’ =: 
“CAT'S WHISKER SCARVES: 2 tablespooris butter 


pm ; , 4 tablespoons’ flour 
” Cat’s whisker scarves of stitched |” 2 cups milk* 
organdie, gingham or crepe are: - %4 teaspoon salt” s. 
worn -with-the ‘new ° low-necked |: _Y% teaspoon celery salt 
cots; They are fixde like a bow| (4 teaspoon paprika * 
beneath the chin and are generally] © 


8 hard cooked’ eggs sliced - 5 
white, so as to Keep the coat ral 2 alpen chopped pinien- 


Ord, MES MR NCGS: LOVE MUSIGIN 


TTS PLACE AND WE ARE GOING: - 


PLACES-UGET SO, 


WaT REMAIN |. t 
SVENING-HELL |’ 
LOT-FROM THE -. . 


rage" 


PM 


Eggs Buttered Spinach 


\and-one gets a good value of com- 


dren cal) faces. 1 Cream fat and sugar. Add eggs — 


Menu Suggestions For To-morrow 


‘Melt butter and: add flour, Mix 
well.and add milk and cook until 
creamy sauce forms, stirring con- 
stantly. Add rest-of ingredients 
and cook two minutes, ¢ 

. Bran Bread. 
2 cups flour 
1 cup bran 
1 teaspoon soda 
\% teaspoon salt . 
4 tablespoons molasses 
4 tablespoons sugar 
1% cups water. 
2 tablespoons fat, melted 


Mix ingredients, Bake one hont |. : 


in moderate oven. 


RUBBER BATHING 


SUFTS.. 
Girdles And Brassieres Also 
‘ Popalar. . 

The success of the rabber bath- 
ing suits is making women again 
rubber.minded. The elastic mind 
state 1s a rather“ nice state to be) 
fn at that. Anyway, rubber girdles]. . 
and brassferes are snapping back}.- 
into good standing. ey 

They seem to be Iandscaped A 
little: more modernly. The vents are 
more appealing—that is, there are 
more of. them, which gives sort of 
a lacey effect to the girdle. — 

There's more sense to the colours 
than in the last rubber band era, 


pactness without losing natural 
curves and geographical contour._ 


YESTERDAY'S SOLUTION. 


jelaic] 
AI TIE! 


4 


WNW UUIUEUSILT 
7 ial 


ra 


~~ 


In asscctation with the Grand Hotel des Wagons Lits, Peking. 
Fa I TT TTT SES 


BROIDERY .CO. 


MANUFACTURERS & EXPORTERS 


ae : : neat ual 

HONG KONG. | 
oe PENINSULA HOTEL; ” 

‘HONG KONG HOTEL; REPULSE BAY HOTEL. 


Gee at & : rae 
SHANGHAI. 
ASTOR HOUSE; PALACE HOTEL; - 


HOTELS. - 


; OF z 
SWATOW DRAWN WORK AND 


OPP. THE CORNER ENTRANCE . 


THE. 3: 


PEAE HOTEL 


LIMITED.” of. 


| 


ALL ART EMBROIDERIES 
WHOLESALE & RETAIL 
fi, WYNDHAM STREET, . 


OF “CHINA MAIL.” 


DAILY CROSS-WORD PUZZLE. 


This crose-word puzzle has been made by an expert but - : 
our readers are warned to look out: for occasional phonetic 
spelling, sach as harbor, plow, and altho, _ : 


ae el 
86S 


HORIZONTAL 


&-Grate 


| NS 
N 


N 


a 
Re 
FTN 


Lt 
a 
Yj 


s2-Boy's name (Short) 
(1%American post *. 


14-At, cen 
1S-Harsh . 


-* 17-Blipped 


-49-Sainte (abbr.) 
20-An_ old woman 
22-A naval officer 


part 
26-indefinite article ~ 


. 27=Talks haltingly. 
> -80-Furbearing animat. 


~ $8-Half anem:" 
_t4-Eternity > 


“7 apeHigh {Mus "> * 


BEA college degrees |. : 
-- (abbi pias 


WEE NET 
PWT PE 
B\40e20R 
FPEPPL Ee 


HORIZONTAL (Cont.) 
4¢-Small lump of 


god. 
63-Firet man. |. 
“VERTICAL - 


VERTICAL (Cont) 
11-Tablets ~ 
~ 116-Egyptian, sun-god 

18-Of age (Lat, abbr.) 
21-Three (Roman) 
24—Unfastens | : 
'26-Perfume from roses © 
27~The (Fr) 03s 
28-Writing ful 
29-Maritime distress . 

. signal ' ¥*. 


roe 
60-City in. Nevada . |30-Aged 
6iAugments =. 
en household 22-Beam. 


31-Organ of hearing 
38-Mean a 
30-Head covering - 


/414—-Pressed ; 
42-A lever for. the foo! 
44-Smalt cand 
46—Largest’ cont! 


47-Tear. .. ‘ 

- +’ 148-—Pronoun - , 
- 140-Musical note 

5i-Giri's mame.’ ~, 


A - (Gan, 3000-30) 
~— "1 [S4eiManuscripta (abbr) » 
66-Man's mama"). * 
69-Father, (Bhort) 


cp 


The » wtlon of the above att a sew crosesvord pce wil or 


t, 


2° 
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She. 
China Matl 
Annual subscription, excluding ! 


postage abroad, H.K.$36, . payable H 
in advance. W 


“@retland China Sail. 


DENTISTS. - 


WISBES TO ANNOUNCE THE 


subscription, H.K.$13, Viaclading 
postage $19, payable fn udvance. 
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The Newspaper rise Ltd. 
Printers & Publishers, 
No. 3a, Wyndham Street, 
Kong Eo Kong. 


5th PK, King’s Theatre Bldg. 
Telephones 21255 9-1.00; 2-6.00. 


LAU PAK WAL, Dentist. 
HONG KONG OFFICE:— 
GLOUCESTER BLDG., ist Floor,” 
Telephone 20488. 
KOWLOON OFFICE:— 

385, NATHAN ROAD, . 2nd ‘Floor, 
Telephone 58581. 


TELEPHONE 20022. 


London Offices:-—S. i. Bywaters 
& Co, Ltd, 7%, Garrick Street, 
London, W.C.2. 


TANG YUK, Deatist. 
Successors to 
the late SIEN TING, 
14, D’Aguilar Street. 
TERMS VERY MODERATE 
Consultation Free. 
Twenty-five Words three {nser- 
tiona prepaid $1.50. Every ad- 
ditlonal word five cents for three 
Ons. ; 
All replies under this heading |]' 
mount be called for. i 


'W. 8. BAILEY & CO. LTD 
Kowloon 


ew Work & Repairs. 
Sole Agents for 


OPTICIANS. - 

THE HONG KONG OPTICAL’ 
TO' LET.—No. 2, Peak Road, Partly COMPANY, 
furnished. Apply to PERCY ‘SMITH, "Phone 22282. 


SETH & FLEMING, 6 Des Vocux 7, 
Road Cent. Telephone 20700. 53, Queen’s Road Central. 


FOR SALE. [iin Rowe eTsia 
LAMMERT BROS. 


AUCTIONEERS, APPRAISERS 
AND SURVEYORS. . 


— Public Auctions — 


HONG KONG DOLLAR DIRECTORY. 
—On sale at all book-stalls and at the 
offices of the Publishers, 3A, ‘Wynd- 
ham Street. 


TYPHOON MAP of the CHINA SEA. 
The Landsman's Handy Guide to locat- 
ing the Centre of the Typhoon, Price 
60 cents,—Newspaper Enterprise, Ltd, 
“China Mail” Office, 3A, Wyndham St. 


|[BUSINESS DIRECTORY) 


Published every Thursday. Annual REMOVAL pe a OFFICES 
“ta Queen's Road 2nd. Fi. 
To 


ENGINEERS & SHIPBUILDERS. 


Bay. 


Call “L” d 
gall Flag oL abies to squeeze out an extra} Lupe Velez, the he Spanish aiston, 


pxmcoteeipenss 


BRIDGE. NOTES 


CINEMA THEATRES - 


MR, HARRY FONG, DENTIST, 
1 DR. ‘sg L. KWONG, Dental Surgeon 


_ By. ELY CULBERTSON) 
World’s Champion Player and. 
Greatest Card Analyst 
QUEENS THEATRE. 


The Queen's ” Pheatre- is now 
showing a variety programme of 
Metro-Goldwyn-Mayer productions, 
The programme includes as a fea- 

ture the two popular. . characters. 


mets eet omen mnt emt mens neat 


‘The new. laws for tournament 
play, recently released by the 
United” States Bridge Association, 
Include a provision that a team-of- 


.|four may paradoxically consist of Stan Laurel and Oliver Hardy, in 


five members. a short comedy entitled “The Lau- 


My associates, Messrs. Oswald ro] and Hardy Murder Case,” which | 


| 

Jacoby and Walter Malowan, pon-|i, thorough! using: 
Gering on this paradox, though the ° Bieeieaiios yenor a co 
idea might ‘well be extended. Injicurtone burlesque, “A. Hollywood 
their opinion, a team of five is not Premiere,” Charlie Chase, in ‘“Has- 
enough. They- believe the ideal ty Marriage,” a Cartoon, Flip the 
team-of-four at Bridge should con- Frog In “Africa Squeaks,” and 
sist of at least fourteen players, “Mleroscopic Mysterig§*>which is 
made up as follows: aclever film of arts*greatly en- 

Four bidders—Experts who will jlarged. ee 

bid the hands, and who, as specia-] The latest Hearst 
lists in bidding, will not be expect-|Newa-film is also sh 


ed to play the cards. . 
(only two|MAIL REVIEW 


Two Dummy players 

will be necessary). Assumirig our Loy soet 
HALF NAKED TRUTH"— 
_CENTRAL THEATRE. 


Metrotone 


side to be the Declarer, the bidding “THE 
member will give his place to one| 
of the Dummy players, who will 


is seen as a specialty dancer, In 
Four defensive players — These|company with the fastest’. ‘talker 
players will specialize in brilliantjof the films, Lee Tracy,. in “The 
leads, deceptive discards and|Half Naked Truth,” which is now 
ability to dodge squeezes and ent: showing at, the Central” Theatre. 
plays. Instead of a newspaper reporter, 
One pinch bidder, who occa-|Lee Tracy now takes the part of 
sionally will be called in when onejan energetic press- “agent. His 
of the regular bidders is at a loss|clever “line of talk” is ‘material in 
ag to the correct bid. He will also|leading Lupe Velez, a. second-rate 
be particularly. valuable in bidding |¢ancer, to the highest point of her 


Grand Slams, and will be expected career. 
to put in an hour’s practice daily in 
the bidding of Small and Grand 
Slams. 

One Doubler, who will decide on 
close Doubles. - Usually, one of the 
four defensive ‘players will also 
take over the job of Doubler. 

Two “goat-getters” —. These will 
be good, all-round players, who 


HE Undersigned have received) particularly annoy certain members 


Instructions to sell by Public] of opposing teams. These wil] be 


Auction 
GD ee Ree al as 
“ ‘OOK, o. ¢ 
Wy. ae Handynide. Price $1, on sale Wednesday, the 6th. July, 1933. 
“at the publishers, Newspaper Enter- commencing at 5.30 p.m. 
. prise, Ltd, 34, Wyndham Street. at Messrs. 
- Garage, Sailisbury Road, Star 
Ferry Approach, Kowlcon. 

A NUMBER OF USED AND 
SECOND-HAND MOTOR CARS 
(2 Seaters, Tourers, Coupe, etc.) 
The Cere will be on view from 


“COASTWISE.”"—An_ interesting book 
of cartoons depicting “Happenings”, on 
the China Const. Price $1, on éale 
at the “China Mail" offices, SA, 
Wyndham Street. 


Terms i—AS Gistoraaay, 
LAMMERT BROS., 


TUITION GIVEN. 


PRIVATE LESSONS ‘in English, 
French, Music, Shorthand and Type- 
writing. Terms moderate. 6, Aimai 
‘Villas, Austin Road, Kowloon. i 


Hong Kong, 30th June, 1938, 


PPP 


a 63 IED 


A great variety of Sun Helmets, 
Straw Hats, Bathing Costumes, 
Khaki & White Drill Shorts, Wool 
& Bistle Stockings, Fountain Pens, 
Gold & Silver Watches, Flit & 
Spray. Sporting & Day wear Shoes, 


ete. FLOWER AND VEGETABLE 
LOWEST MARKET PRICES. SEEDS : 


YEE HING 
(TOMEY & CO.) 
62, Des-Voeux Road Cc. 


WE HAVE IN STOCK AND 
FOR SALE. 
great varieties of used and unused 


POSTAGE STAMPS. 


in sets, bags, packets, single and in 
approval books for collections 


from 


Mesers. Sutton & Sons, Lid. Reading. 
Mesers. Arthur Yates & Co, Lia, 
Sydney. 


GRACA & CO., 


Dealer: in. Postage Stamps, Garden 
Secds, Religious Goods, Toys, ete 


No. 18, WYNDHAM STREET, 
#. 0, Box No, 620. HONG KONG. 


FURN ITURE 


* DIAL 27761 


- REMOVALS =e 


THE NEWSPAPER ENTERPRISE LTD_ 
‘CA math Bim, . aA wemeean a. 


CHINA, Paovment, Loan 
& Monraace Co., Lr... 


CELEBRATED” 


CEYLON | 


Auctioneers. | 


themselves. 
gest Mr. 


: copes and me for brilliant 
| tack, . 


the rea} pinch-hitters, as they will 
be broubht in the game only 
against special opponents whose 
“goat” they will get. Of course, 


Alex Ross & Co.'8| the manager of an opposing team, 


when he sces a “goat-getter” enter 
the game, :can| put in one of his 
own “goat-gettera.” 

The above Jist of pluyers should 
probably be sufficient for minor 
team matches, but when, a team {s 
engaged in a msjor league contest, 
it should consist of twenty-five 
members, including specialists In 
card-dropping, end-plays, squeezes, 
notrump hands, major. and minor 
euit hands falsecarding, and the 
like. 

In this connection, my aAsso- 
ciates have started the develop- 
ment of the unbeatable team and 
expect to extend invitations to the 
following players: 


Bidders—Mr. Harold S. Vander- 
bilt . and Mr.. Waldemar von 
Zedtwitz; not only expert bidders, 
but specialists in tiring out the 
opponents before the next players 
get in. They would be assisted by 
such players as Mr. Edward 
Hymes, Jr., ‘and Mr, Samuel Fry, 
Jr., who would go the distance 


For Dummy players, they eug- 
Theodore ‘A.° Lightner 
Lightner for de- 
_ ats 


and - me—Mr. 


On defense—Any: four “players 
including My. Willard 8. Karn 
and Mr. Michael T. Gottlieb, who 
would” be the natura) | captains, 
probably assisted dy Mr, E, A. 
Wetzlar. and Mr. Howard Schen- 

jken. ~Mr:. Gottlieb “would also 
rbe a Doubler. -. 

Mrs. Josephine Culbertson’ and 
Mr. Louis ...H.' Watson’. would . be 
the. pinch ipdette and woud, Mas 


p I's The Man . 


‘ding tendencies. of any 


The film is a fast. moving .one 
with a delightful romance moving 
throughout the story. 

The supporting cast includes 
Eugene Palletee and Frank Mor- 
gan, who are seen at their best. 


called into the’ game either for 
Slams or for cases where one 
player had been temporarily de- 
moralized by his partner. They 
would take the place of the 
partner, 

Mr. H. Huber Boscowitz would 
occupy a special position of | 
cheer-leader and sympathizer 
with the players -who are taken 
out of ‘the game for errors. He 
would also be called upon to 
drop singleton ° Kings on  occa- 
sion. 

Mr, William J. Huske, "Baitor 
of The Bridge World, has insisted 
upon becoming specialist in two 
notrump contracts, while Mr. Wal- 
ter Malowan’ hes preserved the 
right to play other notrump con- 
tracts. : 

+Mr. Oswald Jacoby will play 
all hopeless hands to go down a8 
little as possible. Mr. Jacoby, 
through his psychic bidding, has 
had years of experience in play-j 
ing hopeless contracts. ; 

Mrs, Emory Clement will have 
a special job of underleading 
Aces, and Mrs..0. ‘J. Hillard is 
reserved to counteract overbid- 
other 
players. » 

Mr. Davii.. Burnstine becomes 
chief of the “goat-geiters,”"” to 
be assisted by Mr.. Raymond 
Balfe and Mr. P. Hal . Sims, 
neither of whom has been 
to compete with. Mr. Burnstine’s 
offering of chewing-gum ‘to a 
lady who was playing a dificult 
contract. pad 


able }- 


“| MAIL REVIEW 


“MARRY MEr_KING'S 
; THEATRE. 


The numerous 6 admirers of Ren: 
ate Mulles’s art eince her brilliant 


perforinance in “Sunshine . Susie” |: 


will be ‘delighted ‘with’ another 
bright’ Gainsborough musical. 
“Marry Me,” now showing at the 
iKing’s Theatre. 

A fine cast-is in support of Miss 
Muller, and includes such names as 
Harry Green, George Robty. Ian 
Hunter, and Sunday Wilabih. 

Some of the most tuneful: num- 
bers.yet heard jn talking films are 
presented in. this -production. It 
dots not pretend to be lavish nor 
elaborate, but all the characters 


are natural, which gives it a won-| 


derful appeal, It is a lovely and 
adequate successor to “Sunshine 
Susie.” 

The story tells of: the love of Ann 
Linden, a pretty recordist in a 
modernistic gramophone factory, 
for Robert Hart, (Ian Hunter) a 
fellow employee, one of three 


brothers who share -a happy-go-] 


lucky flat, ‘When Ann’s affections 
are not reciprocated she has re- 
course to a marriage bureau run 
by Harry Green, which puts her in 
touch with a wealthy Hungarian 
farmer (George Robey). But the 
romance ends in the only possible 
way. 


MAIL REVIEW 


“BROADWAY BAD’--STAR _ 
THEATRE: 


Ricardo Cortez who rose to. star- 


dom with his magnificent portrayal! 


of s Jewish boy in “The Symphony 
of Six Million” is starred in 
[ Broadway Bad,” now showing at} P 
ie Star Theatre. 

The story is centred round a 
girl's ride to fame on the impetus 
of gn unsavoury reputation. ~ + 

Cortez who plays the New York 
man-about-town, is only interested 
in feminine beauty, until be meets 

“the girl” and falis in love. with 
Ker, 


MAIL REVIEW. 
“DANGER LIGHTS"—ORIENTAL 
THEATRE. 


“Danger: Lights,” 


— 


now showing 


at the Oriental Theatre is a epec-|. 


tacular railroad drama. The film 
is notable as.one.of the last pic- 
tures made by Louis Woltheim, hero 


of “All. Quiet on the Western! 


Front,” before his death. Robert 
Armstrong and Jean Arthur also 
star in this production. G 

The story is taken from trite 
ralJroad. lifé. and contains . many 0 
thrilling” cae : 


MAIL REVIEW 


“THEY JUST HAD.TO GET 
MARRIED"—MAJESTIC . 
THEATRE, 
“They. Just Had't to get Married, 2 


at, the ,Majestic Theatre, features 
those two comedians,’. Slim Sum-}. 


these players 


In addition to ‘the piayers, there merville, and Zazu Pitts.. They are | Vocal : 


will be a large staff of nonplayers, both employed as servants; and on 
‘such as the manager, the: trainer, /the death of their employer, .. he 
the -alibi artist; the  weeper, the/ieft-them all his. money; the conse- 
glarer and three gloaters—the lat- quence ‘was- that “they just had to}. 
ter to be called in, i case one pair} get. married.” .. 
of players has“ achfeved mbgni-|  Siim. Summerville. is ats ‘genal 
ficent results,.to take the place of |!aughable self,’ and. Zazu Pitts of}, 
and shake hands|the waving ‘hands © excels herself 
‘across-the poeg fe et in’ this. chee ee Nonees 


‘Who- Pays And Pave 


. TODAYS SFROGIME 


“the Aoliowing ‘pi ‘prog euiin “win - 
be broadcast to-day from the. Hong inp 


Kong Broadcasting Station Z.B.W. 
on a wavelength of $55 metres (845 
KC fa): 


“RUSSIA'S HOUR IS.” ~ 
~ APPROACHING” 


End or Communism - 
~ Prophesied. A 


) DUKES: B S DENUNCIATION 


Paris 
An Iimpassioned indictment car 


-|the Bolshevik regime is contain: 


1280 pm European Programme of 
Columbia & Regal records. ° ; 
1 pran—Local Time & Nabe Re 


Kong Hotel Orchestra by courtesy’ of 
the Management. {Doring the inter-{ 
vals recorded music will be broadcast 
from the Studio). 

1.20 pm—Bugby Press News, ete. 

218 p. m—Cloae Down, 

Two, Stadio Items To-Night. ° 

430-7 p,m.—Chincse programme. 

6-6.15 pum.—Children’s Concert... 

- 7-10.30 p-tn.—European programme, 

7-7,40 pm-—Concert Items: : 
Song— 

_ dor Lore Han Eilean 
(arr. Kennedy-Fraser) 

Coal Mufle ~~ : 
Margaret: MacInnes (Contras) 
ora a 

ami 
Ho rasan react 
Adagio oman Trans, by Weiner 


Lene Stri 
Votal Daten r Bg Quartet DB717. 


_ Little | Trish Girl - 
Teachemacher & Lohr) 
(a): ‘To my First Love 


Lohr) 
Dora Labbette & Habit 1 Eisdell. 
DBASL. 


Violin Solo— : 
Madrigale g{Stmonettiy 
Czardas (Monti) 


Yvonne "Curti 5290 
Song 


Le 3 Mattinata (Leoncavallo) 
reek er 

i lo 
Pl celari (Baritone) DB264 


Memories of Chopin 
ar Willoughby) 
H. Squire Celeste Octet DX123. 
1488 pm.—From the- Studio, 
Hawaiian Selections by Ho Yuk Lum 


-|& Ho Yuk' Ming, 


Programme. 
1. Beautiful Reais, i 
2 On the Beach at Waikiki 
3. King’s Serenade. 
« ’ Hanohano Lee E 
- B pectoral: T ime & Weather Re 


vades.0 pm—Band & | Orchestral 
“Second to None (Ord. Hume) 

El” Abanico (Javeloyes) : 
-Reg. Bend of H:M,’ Grenadier 


Guards 4069, 
Mephisto Valse (Liszt) 
Orchestra of the Brussefs Ro: 


Ceuernteie, D110, Saas 


Valse dos Mascattes (Gennin) 


Pissieate Plerrette. (Gennin 


Bovrnemsuth Mociipal Osc a 


Faust—Prelude . (Gounod) 
Faust—Valse (Gounod 

Milan Samp enilies} Orch, 9878 
Hail fo the Pri; 
Galatea (Miller) 
Reg. Band of H. “M: Grenadier 

: Guards. DBI64. 

A.38-8.47 - pa 


Cavaleade—Selection (arr. Somers) 
; Debroy Somers Band DX30! 
8,47-9 p.m—Organ Solos. 
Nautionna—An sean Roll. -- 


(arr. . 
Rustiques—A Carey al Organism 

(arr. Casey) ‘ 
: ‘orance Casey DB262 
-At the Temple Eater £8 {eellary 


Sellars D, 
ie 969-30: ‘pan—From- e Stadio, 
Es Pianoforte recital by Be 


Programme «- 
1, Sonata No. 22 “(Beethoven)” 
(a) Gon vivacita e cempre con 
sentimento ed espressiono. 
_ db) Now a rope. Presta e molto ©. 


ile, 

(8 Benanes (Schumann) - 
p Whims (Schumann mann) 
c). Finale don Symphonie Stodles 


8. (a) ome kovaky) 
e OSZKOVE. 
{b) Co Ise (Techs toma) 


930-1030 gry variety ¥ 
martetto— 
Black-Eyed_ -Snean Brown 
Song—- we lg 
Three Wishes we 
‘Tessic. Matthews (Soprano) DBi102, 
aera Dances 
Albert Sander & ‘Hi Orch. “DBB4O, 


“tee Pot Out’the Lights 
Ricca in Next assar ee 


" 1Voeal 


Harry Orches! 


7 oe 


The Beas vawt| 
Ore’ 


ed in & proclamation issued by. 


the Grand Duke Cyril, head of .~ 


the Russian. dmberiet House, who ° 


present. gover- 
nors of Russia.of having, during 
15 years of despotic rule, brought. 
the Russian people’ nothing. but. 
innumerable. is. i 

“In the course of the years of 
suffering the. people have been 
reduced to. the worst ming and 
the country hi been soak 
blood. . - Egan 
“Industrialigation, reo! f 
tion of the: workers’. and:.. pea- 
sants’ lives, which, according. to 
the promises. of the erie opaie 
should lead‘to the well. 
the population, have b nh 
fault resulted in ruin and. 
solathn, >. 

“The Comminist power iti “the 
course of these fatal years has 
reaped nothing but hatred and 
malediction.” |” 

The grand Duke. Cyril then 
prophesies an overthrow of . the 
Soviet regime. . . He continues: 

“Discord reigns between’ those 


who hold ‘power; ° Everything - - 


proves that the hour of judgment 
is near. The dawn of'a new era 
\which already~~ illumines the 
future of humanity is throwing. 
its beams over m ised 
The Nationalist move- 
ment ‘already foretells: the- fear 
end of Conimunism, 

“Present. governors of ‘Rusia, 
it is time to accuse you before 


Russia. 


‘|the whole world of the crimes of 


which you are gufity.: ‘You alone - 
are responsible fur all the suffer- 
ings endured by the Busslan na- 
tion. - 

“Present. Scerndnt of Russia, 
an inexorable fate condemns you, ° 
| for everything that goes against 
nee 6 is doomed to. inevitable 


“Enough” of rene The 
Russian -nation will. no Jo 
be trodden under foot, Russia is is 
teawakening.- The, - hour: of 
triumph of, the’ national torees; is 
apERORChINE: "Router. 5 pe 


“at 
ay ‘ 


1 


Baty Howes & the Caily le. 
Consist DBIU24. 


Piagy Sek 
Hove You Forgotten 
ily. ayer! DB777. 


© Alwa ain All Way: (3 
flack Miller-’ (Baritone) DB379. 
vec | Quintette— 


The Macriros DB432. 
‘loetet— : 
The Ants’ Antics . 
J..H, Squire Celeste Octet DB322, 
artette— 


At the bor Parade 
The Harmonians . DB1007. 


EG me Give my Happiness to You 
Jessie Matthews (Soprano) PES 


Love, Here ti is my Heart 
Tah Sandler & His Oreh, DESO. 


eas £4 
"Babb Howes (Cémmedin) DBI24. 3 
Piano Solo— 


~ Billy” Mayer DBT. 
eaieaesea: ging a Sweeter ‘Song to. 
egal Bu Jack: Miller (Baritone) “pBs70. 
‘ y ihe. 1 the Stais Above You - 
The Maestros eG é 
i -Fly’s, Courts! aes 
de Hi Saive Cale Octet “pases ome 
hestral— é ‘ 
Bere Lies Love - 


"Ambrose & His. Orch,  wenteo, Gok 
x pan—Ragby.. aad Press eit 


ea 


ING KONG AND SHANGHAI TE CHARTERED BANK 0 
omg a CORPORATION. . _ INDIA; AUSTRALIA .& CHINA. mil 


ae 
ect 

 qesbesiand eR. Incorporated by Royal Charter, 1858. : 

teeta Re nis _" "(| |, IBAD- OFFICE: LONDON. EXCHANGES. 


mavenereeenee 610,000 008 Poe ial [as 
. —— on <2; ee cee els oe 62 £8,000,000 TODAYS QUOTATIONS. 
Beowrre Lshitty ot Proprietor - . , | Paid-up a . 000,000 ; 


MONDAYS TRADING 


Heavy ‘Speculation. 
‘demand 23... MARKET CLOSED YESTERDAY 


7. R Pearom Boe atonstam _ 4 months’ sight... 1/4% , Monday. No cross rate was given |thythmic’~~.certainty, dainty moag 
Ps nem shes Eq. | BANGKOK Aan Credits 4 months’ New York, To-day. yesterday for the New York on|angers worked with fascinating| 7988 Kong, Ath "Tuly, 1988, 
Ns , act “Depsty Chelrmaa. ‘| BATAVIA MANILE Bight .....00- 2+ 1/5% President Roosevelt's statement|London rate, as the former - city | specd, arid: the ball of heather : 
: 3. K. Bousfield, Faq Wistia, é rtaascon . WEW FORE . ‘ to‘the World Economic Conference| was: on naeay: : aneed 
3 U, Hag Bow sae, “CAROL. Hately |On New York— : stimulfted the New York Stock]- PUBLIC. AUCTION. 
a EB dGa Mack. one : BANGOOE ; On demand ...... 30% Nom. | Exchange on Monday, industrial 
acting Gate 8 Nama. DEL SEMARANG : Credits 60.days' issues and bonds showing great along the Double Bay line, : but HE ‘Undersigned rave received : 
BRANCHES: | EAitso SEARCHAL SIght .eeeeeceeee Nout strength. Yesterday being’ Inde- IN NORTH: CHINA © the little lady in the corner of| & instructions to. sell by Public - aed 
- Sobol BANEOW. SINOAPORE pes Lanse Day, Wall Street’ ° was 7 Can titi In the compartment, was’ oblivious|4¥ction Me 
axo 2) elo ; Bey, : : 
10k LYOKS HONG XONO BOURABAYA . : : evere mpe' on. . es , on i 
mirara | ° MAgsACOA : | Ber . Hewests Ou demsut: eee Pe In thelr report on Monday's! “Deining And Tientsin. - to everything. but the jumper)  priday, the 7th July, 1933, oy 
BOLOUnTA MUAB (Jobore) KARACHI TORGEAR (Bookes, Credits 4 months trading, Messrs. E. A. Pierce and she was knitting for “someone.”|° commencing at 2.30 pm + | 
wrOR NEW YOR YOKOHAMA J BIBHE cesses eeees 635 Company, through their local cor-  Befping. “| “The clicking of the needles]. at thelr Sales Room, 
Be onLguBo nec eae Se General] On Tadia ae Besar Asis. Lamm The ‘Peiping and ve Tentet and the rattle of the tram seem-| “4 Duddell Street, i. { 
he AIREM RANGOON Foreign Exchange = ' state:— "y: , : i 
e _— FRGEone SAIGON vrs . (| Banking business transacted. - TTS eesctieeceres 92 wThe ‘President's statement to|are seriously affected by the Sovietied to be chanting -in chorus.| A Quantity of ; ee 
7 UR LAL Current Accounts opened and bes On demand ....... 92 hat itjoll dumping, “Just - VALUABLE HOUSEHOLD 
TM NKOW BILAN the Economic Conference tha’ ust another row, just another 
HARDIN SINGATORS - Jed Deposits received for one veil bert i ; would be time to talk of currency |.: Kerosene oil, that had been row, just another row... .” : ‘ : : 
BORGERW AUNGBI PATADL shorter periods st ratez Ic On Shanghai— at tone quoted at $5.40 per.tin on May 16, Sndd ih ‘. * comprising :— aN , ’ 
‘ TOL TLReTAIN : quoted on application. stabilisation when e nation enly: ‘ the ‘tram took a F at 
Souons TOKYO A. BREABLEY," On demand .....-. aie balanced their Budgets, added fuel{o" Tune 6 fell to $445. The price sharp bend. | Téak - hatstands, Chesterfield 
KOBE THOT ei Manager. | to speculative ambitions. Railroad |bad been tg et at ene end bie, There was a muffled shriek of,Couches and Armebairs, Teak . , | 
ToALa LUMPUR Hong Eong, ath November, 1982. | On Kobe— equipment issues and oils were the year $1 at the pre lous dismay from a woman sitting dressing tables, Teak wardrobes. a) 
: On demand ....... 110% leaders, while the bond market Yerthe three Peer a pone opposite, and men in the come, With . bevelled mirror, Teak Chest 
: corey |THE BANK OF CANTON, LTD.| On Manila— also showed. pronounced strength. iy, the Asiatic Petroleum Co, !>iztment looked at each other ‘of drawers, Dining tables, Dining _ 
Tia Reponla creel tor one eer oF Yo ce A On demand ....... 61% Nom. | Winnipeg private crop estimates aad aa oll Ch ah r Te Oil Co. | With blank helplessness. - chairs, Sideboards, Desks, etc,, 
Starter podiale ia Lowl Ourroasy ond acing - Ratablished 1912. On Singapore— ‘ are very bullish, showing the smal- * suas 7' The ball of wool, with the ete, j 
termap which will be qeoted a d 593 which have been selling their oil { { 
eee Kong, 22nd May, 1083. aaa On demand, ....... 9% test yield since 1896, thereby | iucts at stipulated prices, are 1Uvch of the tram, flew from the! Teak and tron’ bedateads, Curio 
ong y Head Offce:—Hong Kong... | On Batavia— - amply confirming everything the | Danic-stricken and are said to "nave (Knitter's lap and rolled away,'cabinets, Card tables, Pictures, _ ] 
ay ————$———— pcticl On demand ....... 59%, trade anticipated. offered a compromise to the Ta Hwa unwinding as it went, down New Curtains, Rugs, Dinner waggon, - 
: HONG KONG SAV SAVINGS SANK. Authorised Capital (ELE. Currwocy) «$41,000,006 On Salgon— Fe “Tne President's statemént tolcy-9 Chinese agent of Soviet ott, Sone Head road. ‘Dinner crockery, Tea sets, Glasses. *¢ 
PAULL p Cagle sweennnnnnnennen SO | On demand ....... 59% the Gold Standard :Note was at, ‘discontinue farther competition The girl with the needles pull-\Gas stove, Ice Chests, Screen, -In- 
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CHINA s—fbeaghal,° Hankow, Amoy, Yovckow, grated on approved securities. 
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- Docks, $161. 
Hotels, $714. . 
Hong Kong Lands, S76%- 


SHOU J. CHEN, 
: Manager. 
Hong Kong, Sth March, 1931. 


—tioag Bingepore, mn | CRealties, $7.90. 
organs Dar Bee ee we . KAN TONG PO, THE OVERSEAS, RATIONAL * Ewo Cottons, Sh.$14.90. 
LONDON BANKERS: : Chief Manager. Hong Kong Trams; $22. 
nt, ‘ : . Star Ferries, $92. 


National Bank “Delia, 


(idisnd tit, wae W Beak, Lad. 
. ' 8A, Des Voeux Road, Centr tral. 


- China Lights (Old), $13. 
THE : ae oo : 
AMERI ; . Telephones, es ; 
CAN EXPRESS COMPANY, |Pitiny Capitnl <+.....; *1'000-00000| Cements (Combined), $6%. - 
_ WG: & : New po London and Dairy Farms, $28.10. , ©. - 
‘ -|; Govt. Loans, 3%% Prem. 
. Sellers. © 
Union Insurances,. $5524. © 
. Yaumati Ferries, $28. . 
Dairy Farms, aaa 
Watsons,’ §10. 
Entertainments, 311%. 


re ete le 


ha Baal bas Lerrspondets In all npn 


‘poxG ‘Kona BENCH: 
2, Des Vaux Bred Central. ” 
Fiomg Kong, December 94. 1901. ris Agents 
BANKERS" TRUST COMPANY. 
We offer facilities for. the transac- 


THE YOKOHAMA SPECIE BANK,| © 


- Batablished 1859. 


an 


aoa, 


(tat nit-ap) Fen 1060.00 BRANCHES 
j ft 00,060, : j : 
pariat ae seen 19) 50,000 hea Gecce Lem 
oe Beale fede (Continiled From ‘Page 1). 
Hest Ofter;-TOSOHAMA. Beck: Porene. Mr. 
Fools paeee Dr. ELL. Bur. 
Branches and and Arencles ats Beonm - Reertane figures quoted. by 
Nagasad Coes ~ Blenaboud — 
: thorised ital ....£8,000,000.. 
oan. +, Heentompten Ereeatee] aie SLL a)g00,000 
Crtembe : - Sette 
Sian ae 6 per cent. in value as’ 
ele eee : | per ‘cent, France, 14 per cent. 
ranchs : ee Pos Lous. {Germany, 26 per. cents: an: the 
Principal cities * of. 0: : a “1 Ranges | United tates, 27. per-cel 


this morning-st 1/45. 


advanced yesterday 5/16 on Mon- 
ON WALL ‘ST, - day’s- quotations, closing at 18% 
_jand 19, redpectively. 


'. |THE EAST ASIATIC-CO. ue. 


COTTON TRADE COMPETITION The Danish Motor Vessel 


: Cross Rate Improves. es 
‘Tram ‘Romance. In 
"Sydney. 

BALL OF WOOL BLOCKS. 
TRAFFIC 


aS 


EE ¢ OFFICES and STATIONS \ 

A of the CHINESE MARITIME 
‘$CUSTOMS for Kowloon and Dis-, 
trict ,will: be CLOSED to Public 
Business onthe 9th July, 1983, 

H being a Customs Holiday, es 


E N. ENSOR, 
Commissioner of Chinese Customs, 
Kowloon and District. 


York’ Building, a 


The local dollar remained steady | 


Spot and forward silver poles 


The London on New ‘York cross|" 
rate showed a further. upward 
trend yesterday, being given at 
£-G34.48% as against £-G$4.41 ‘on 


‘ : ae. 
The. steading clicked © with 


England. 
Mr. Leslie Paton; one of - the ‘ 
leaders of the British: delegates, 
is quoted as saying that the 
delegates were surprised at the 
extent of Spain’s contribution to ; ae aT THE 
the studyof-eye diseases and con- " 

sidered the Madrid. Ophthalmic 


Institute's. clinics as models. to Peninsula Hotel” 


be copied. “~ 

One of the, curiosities of the 
exhibition held’ -in connection 
with the Congress is a becennved : 
\kuman,head.on which ° the hair 


.{continues~fo grow.—Reuter. 


_ COPENHAGEN. 


“MALAYA” 


- a peor Le 
Hammersley. denied. the; bet Auimeter Eotrine: se, : 


Hambur 1 Consignees - ot cargo’ mre]: 


. Wharf 
Lid, where ‘delivery, can be obtained 


wih 192, Und Snguom 9 Mi tN Catia a 


sd 


ae fe 1h Fly, 18, : : : : Commencing «at: 8.45 p.m." 
; Brae ot bg seein apis \ " a Mie The President of: cae ‘Beard of mony| hole,  Shithd aid daniagedl 4 WATCH FOR TU crveE 


OF 
END. 


‘Art_and Drama Drama. 


“RALPH LYNN 
ACT OR-MANAGER. © 


Will Not: t Work All 
Year Round. 


When Mr. ‘Raiph Lynn, the 
comedian, next appears in a new 
play he will be an actor-manager, 
‘the beginning of a new chapter in 
his stage career. The present one 
ended recently, when, with the 
“withdrawal of “A Bit of a Test” 
“from the Aldwych, the Tom Walls- 
Ralph Lynn-Ben Travers partner- 
ship will be no more. — 

Mr. Lynn said: : 

“In a sense my partnership with 
Tom has already been broken, for 
it is‘two years since we played 
together. When he got over his 
riding‘ fall he was disinclined to 
work on the stage as well ss the 


: films. Moroover, it 1s by no means 
easy to get ‘plays with two big 
parts. 


“Frankly, J have not greatly en- 
joyed the Jast couple of years. I 
got tired, and. when’ it came to 
finishing one play on a Saturday 
and beginning another on the 
Monday—well,,J found that I was 
_ mot so young as I had been. 

“My agreement came to an end 
in March, but obviously I could not 
step out until the play had finish- 
ed its run. Now I hope to go 
abroad. 

“In eleven years T have saved a 
bit of money; enough, J hope, to 


Jet me work just when I feel like|Alban{ and Jean de Reszke were tn, ‘dramatic of all Fausts. 
Six months’ work in the year|the cast, but the later. Wagner was,it is not so much like a musical 


it. 
would sult me admirahly. 


“ff I find the right play I shall laesthetes 


present myself in it in the autumn. 
Whether the cast will include mem- 
bers of the magnificent Aldwych 
team will depend, of course, upon 
the play.” 


DE LASZLO MEDALS 
AWARDED. 


-Women Win Both 
Honours. 


The de Laszlo medals of the 
Royal Socicty of British “Artists 


were awarded recently at the 
Society's galleries in Suffolk 
Street. ’ 


The silver medal was won , by 
Miss Ethe! Gabain, and the bronze 
_medal by Miss Dorothea Selous. 
They were awarded for the best 
pictures in the society's exhibition, 
which will open at-the galleries to- 


John 
her 


ay. 

Miss Gabain {is Mra, 

Copley, the artist, and, like 
husband, she is a lithographer. 
" Miss Selous (Mrs. Dorothea 
Jamieson) {s a portrait painter and 
artist potter. Both have exhibited 
‘at the Royal Academy and the 
Paris Salon. 


CENTENARY TRIBUTE TO 
EDMUND. KEAN 

The centenary of the death of 
Edmund Kean was observed 1n 
_ London recently when Dame Madge 
_ Kendal laid a laurel wreath on the 
- gtatue of. the famous actor in the 
foyer of the Theatre Royal, Drury 
Lane, and Sir Frank Benson, in the 
absence through illness of Sir 


as Opera Repertory And | 
~The. Public. | 


ay 


Spirited Plea 


From Famous 


Conductor. 


“COVENT 


GARDEN NOVELTIES 


(By SIR THOMAS 


London. 

This is a plea addressed to the 
English musical public, and: more’ 
partiuclarly opera-goers, to extend 
the range of their interests. 

It {@ not true that the whole of 
music {s comprised in the works of 
two composers «and two only, 


‘though such is an illusion widely 


cherisned in this country, At one 
time the two and two only were 
Handel and ~ Mendelssohn, after- 
wards Bach and Beethoven. The 
only two seriously accepted to-day 
seem to be Wagner and Brahms. 
The cult of the serious and of 
the enormous should not be ailuw- 
ed to exclude all else, or wo shall 
rule out of our musical experience 
much that might contribute charm 
and delight to life. But the Lon- 
don opera-goer has always been 
inclined to narrowness of view. 
Time was when the Covent Gar- 
den. subscribers knew half-a-dozen| 
operas or so—Carmen,” “Hugue-! 
nots,” Gouncd's “Faust,” and 80 
on. “Lohengrin” was acceptable if | 


regarded as a strange diet for’ 
and specialists only.! 
To-day the later Wagner is almost: 
the only music to which the 
Covent Garden subscribers are 
whole-heartedly addicted. 

Tho basis of the operatic reper- 
tory needs broadening.’ It is true 
that it Is much more difficult to 
stage the non-Wagner opera owing 
to the scarcity.of good singers in 
the world to-day, but the fact re- 
mains that every other country in 
the civilised world has a larger 
operatic repertory than-has Eng- 
land. 

Sir Thomas Replies. 

Not even In Germany ia Wagner 
regarded as the only composer of 
operas. Far from it,. To-day in 
Germany Wagner is rivalled by 
Verdi, and last year in Vienna the 
opera that was most frequently 
performed was Verdi's “Don 
Carlo.” It is worth remembering 
that two-thirds of the great opera- 
tic repertory {s non-German. 

And yet I am asked, regarding 
the current season at Covent Gar- 
den, “Why ‘Don Carlo’? Why 
Berlioz’s ‘Faust'?"—as though the 
selection were.some pleasant whim 
on my part. I am reminded how, 
during a season of Russian opera 
a couple of years ago at the 
‘Lyceum Theatre, hundreds had to 
be turned away when the familiar 
pieces were given, but those hun- 
dreds would not risk their money 
on a new opera. T take this op- 
portunity of making a modest te- 
quest, namely, that it should be 
believed that when I produce a 
new work {t is done out of a con- 
viction of ‘its {interest and value, 
and not from a desire to impose 
upon the public something inferior 
and boring, - 

Berlioz’s Unpopularity. 

Although Berlioz’s ‘Damnation 
de Faust” was not actually written 


Johnston Forbes-Robertson, paid alfor. the theatre, the great work {s 


tribute to Kean’s memory. 


Later|more at home there than in. the]: 


' Professor Boas addressed: a meet-jconcert-room, as 1 know from my 


ing of the womer’s section. of the impressions, as‘a boy, | 
on|Carl Rosa Opera Company's. per- : p 

formances which I sew some 40} In hie: officlal cay capacity of Presi-|for soap boiling at 67, Belcher's|. 
, -jdent of the Royal College of Musie 
the Prince of Wales recently visit-|81-B, Wyndham Street, ground floor, 


London Municipal Society. 


Xean's work and art. 


NEW GOODS 

; cai: , 

- at. 

~ KOMOR. & . ‘KOMOR: 
Pe auitable OS Eis 
Sa for es 
Wedding & Birthday. | _ 
» PRESENTS _ 


from the 


by: Gerdon Jacob. 


BEECHAM, BT.) 


years ago at Liverpool (with Halle 
conducting)—not.to speak of more 
Fecent productions abroad. 

Berlioz was essentially a drama- 
tic composer, and If his “Faust” 
was not actually composed for the 
stage the explanation probably {s 
his unpopularity. with the opera 
management of the time, The 
tiuth is that his music “was too 
good’ for. the Srescn public taste 
of the day. When dramatic music 
is of a superior quality the usual 
thing to say—at first, at all events 
—igs that music so good cannot be 
dramatic, 

In our times this is said. about 
the finest, the most poetic, and 
most musical opera composed in 
he last thirty years; 1 mean 
Delius’s “Village’’ Romeo. and 
Juliet.” Between 1830 and °1850 
Berlioz was writing the best music 
in Europe. The germs of almost 
everything that has been done 
since are to be found in hia cém- 
jpositions of that period. 

Berlioz’s “Faust” is the most 
Although 


comedy as some others,.it ‘contains 
‘a bunch of the loveliest tunes in 
existence. Also it is comparative- 
ly short, whereas most operas are 
‘too long. In fact, there is nothing 
to prevent its success in the opera 
house except the greatness of the 
musie, 


A pheneeacbon that is not easily 
explicable,’ although it is obvious 
enough, is the vividness that music 
which was dramatically conceived 
takes on when adequately accom- 
panied by a stage setting. Those 
who have heard Berlfoz’s 
“Troyens” only as a concert piece 
cannot Imagine the full effect 
made by.the opera. In the theatre 
the Jeast of the orchestral phrases, 
the least.touch of colour is found 
to live with unexpected effect. The 
form of the concert cantata {s but 
a makeshift. The staging of “La 
Damazation de Bausty requires no 
apology. 

New Arrangement. 

‘As for “Don Carlo,” I would as- 
sert that both poem and music rose 
to helghts not reached before in 
the long series of Verdi's earlier 
operas, It was not, as first ‘writ- 
ten, 80 consummate a whole as 
“Aida.” . In the five-act’ version it 
is unmanageably long. Yet there 
is music here more. like “Aida” 
than anything Verdi had written 
before, and much of the beautiful 
work {s fully equal to the later 
opera. In the new arrangement, 
in a prologue and three acts, made 
for the production at Coven Gar- 
den, the aim has been to retain all 
the admira Je lyrical music, What 
has been rejected is some of the 
less interesting declamatory’ pages. 


JUBILEE OF ROYAL 
~ MUSIC COLLEGE 


Visit Of “The Prince © 
Of. Wales. 


ed the college and was entertained 


or,'and Fellows, and afterwards 


‘Miss Penelope’ Sieicen besides |" 
dancing herself, -was.. responsible 
forthe arrangemunt of:the dances. 


ed -by various professors and. mem- 


Malcolm. Sargent, a suite. by: Her- 
hert Howalls, gal, Blues.’ by 
Waltz 
‘Songa: by Arm- 
{gtrong- Gibbs -wéts sung in F 
setting.and the. 


at dinner by the council, the direc- 


more intormatly by the students in]. °°. . 
ja light-hearted programme of song|-- 


for.. which. music. had: been’ compos- 


NEW: ROTARIAN 
“OFFICIALS 


President T, ‘B, Wilson 2 


“ADDRESS Br av. LEWIS 


Hong Kong series thoroughly 
enjoyed themselves ‘at yesterday’s| ~ 
tiffin held at the Gloucester Build~| - 
ing, when the Rev. J. .N.° Lewis 
Bryan, Chaplain to the Forces, gave 
a very .{nteresting and witty ads 
dress, 

The tiffin was the ‘first. held: une 
der the auspices of the new officials 


and commenced. with . greetings for a few days—be picks up. 


from the President, Mr. T. R Wil, He soon becomes like his old 
son who sald: ‘ r ‘wolf aguin—strong and bealthy f 
Fellow Rotarians, this being my happy at bis work and willing - 


first day as Official Wielder of the 
Cavel, I want to thank Dr, Tso on| 
behalf of the the newly elected Of- 
ficers and Directors,.for.his high-| . 
ly complimentary remarks paased at 
our last Meeting, and to assure the 
retiring Officers,. Directors, Com-' 
mittee men and the members gen- 
erally that we will do our utmost |. 
td carry on the Club work in a man- |: 
ner satisfactory to you. 

We hope to continue the good 
Iwork that has been garted and to 


to “go somewhere " in tha” | 


develop and inaugurate new means “r, would never have thigh! that I 
of furthering (oanpresd Service. could get well so quickly and easily, 
“We hope to strengthen our Club, ‘ ; 
not by the indiscriminate bringing It's all due to Sanatogen! And to : 
in of ‘new Members—for a large think that only a few weeks ago I 


Club is not always a strong Club— 
but by developing within our Club 
a stronger feeling of fellowship, 
and above all by putting into prac- 
tice the Motto of hay “Service 
above Self.” 


felt so tired and listless that I 
really thought I was getting old.” 


sound restful sleep. You will no 
- longer feel tired and run-down for 
“Sanatogen will-build up.a reserve’ 
of strength J im-your body, .. 


Start a course of this famous sue 


All those signs of nerves—and who ra not 
suffer from nerves ini these dayo—disappear - - 
like snow in the sun when Sanatogen is taken. 
For Sanatogen is made to strengthen weak- . 


BALCONY COLLAPSES 


ened nerves—for more than thirty years it) fog 2 ents ; 
Owner Questioned At has been known over the whole world as a paren ~ py eapee se rl 
mary teliable revitaliser. It must do you good. particularly when you can win back 

At the continued hearing of.the Start taking Sanatogen now. Your feeling of health and youth, ie 


Coroner’s inquiry, held before Mr. 
Schofield at-the Central Police Court |- 
yesterday, into'the fatal. balcony 
collapse at 15 Yuk Sau Street on| 
June 3, the owner of -the building, 
Mr. Kwok Wai-sam, was closely 
questioned. .- 

It was suggested by’ “the counsel for 
the Contractors, Mr: F.. C.. Jenkin, 
that witness had taken a particular 
and active interest in the construc- 
tion work, even in the. eonereae of 
the floors. . -2.1° .~ 

The hearing was adfourned until 
this afternoon. 

Th special jury pemanelle con- 
sisted of Messrs. R. A. Rodgers 
(foreman), Colbourne Little and Li 
Koon-chun. - NX 

Mr, F.C, Inkin, kK. C,, instruct-| 

ed by Messrs. Woo and. Nash, ap- 

peared for the contractors, Messrs. 
Wing Tak & Co, Mr. H. J. Arm- 
strong for the architect. Mr. A. J- 
Lane, and Mr. M. K. Lo, for, the 
owner of the house, Mr, Kwok wai- 
sam. . 


irritability ‘and “nerviness " will eoondisappear.. - 
Your appetite se return and you will enjoy 


The True adie 
* As all Chemists. . 


ss Aicaaiied is readily. ‘absorbed i the 
“stomach and has an immediate and remark: 
able effect shown by a’ ‘steady ‘increase of 
‘strength and energy: At the sametime the. 
colour is brought ‘Back:to the cheeks,” 
writes « physician in the “ Medieat Press & Circular.” 


ta 


’ 


vthoes 


SANITARY BOARD 
MEETING, © 


Market. Limits. 
Reference was made at the meet- 
ing of the Sanitary Board yesterday, 
to the proposed market Ilmits 
to Arsenal Street, Lockhart Road] 
and Bowringten : Road markets, 
when it was stated that correspon- 
dence on the subject was being con- 
sidered and that decisions would be 
made later. - : 
Mr. T.  Megarry,. the President : 
was in the chair; and was supported 
by the. Hon. Mr..A. G. W. Tickle, 

Vice-President. and Messrs, Wong]. 
Xwong-tin, F. C,. Hall, C, Champkin n 
and C.:J. Roe, secre! ; 
Applications. for a- trade ° Heence 


- -‘There’s a | Reason!.. oF 


Packed i in hermetically sealed: tins “Gold: 
Flake” ” Cigarettes have come to. be 
: ascend: as the, standard of if eclense: ; 


Street; and forthe. registration.of|"' 


asa dairy, were refused, but the re- 
mainder ot the-applications _ were 
granted.’ Pa cyan eae 


‘Woman Heavily Fined. 


“Appearing” on are ‘yeman 

taking part in the sale of 4 Chitiese : 

‘hoy, aged three, Chan Sze,-a widow, 

‘was fined $1,000, -in. defaul 

eet ie Central Mapiaracy yer: 
ones.at the Cen tracy, yer: 

iterday, 


sosdle-sSia 


ior |Lam: villag: 
|ygaeae "se ge 


Her: relatives: were, 
assistance 


cf y x ~ * : 
si Out For Triple Honours. a i -HERO. : 
The Maharaja of Jaipur, who : 
with. his visiting polo team,. was 


the guest of the Sportsmen’s Club 
recently, aspires. this. season to 


(ERO. OF GERMANY 
HIS RARE GIFT OF ‘INSPIRATION _ 
"AND: PROPHECY 

The ask tet gee 3 


Really first class chocolates are always 
the appropriate gift for wife, mother 
sister, sweetheart, friends — all those _ : 
_ you.care for, and the wholesome good-— lO if ee - 
- | hess. of FOSS CHOCOLATES will Ce etc ontufal. appearae 


i i i He speaks excellent: English, and 1 | 
always meet with those excited expres tan ifever'in preserving” brevity ‘Therein is’ the secret of {la imase-|tion, Gersany ia a ew, a dlsturi> 
sions of joy which give so much pleasure Ie after-ioneheon oratory. His|diate and profound tiumph, — -|ing and-an utterly foreign element - 

: ste ° polo handicap is 9, and inspiring | Whereas the 1918 Revolution had|in-the structure ‘of Europe. It is | 
eee | accounts as to the excellence . of jovertLrown a monarchy only to’ re-|anachronistic, {f you like. But the . 
| , 7 ae his forty ponies which he brought |place it by a*hydra-headed bureau-limportant thing to remember, asa 
‘A. S. WATSON & CO. LTD. 
oo THE HONG KONG DISPENSARY, 
io EST. 1841. - 


% 75 


In ‘spite of many anomalous and 
vol bewildering objections, in spite of 
Germany -a religion and a hero.|history, biology. and political evolu- | 


round nor bulky, but slender and 
twelve-sided — they are a revo- 
’ Jutionary advance in pen. and 
pencil styling. - They have’ the 
same graceful, clean-cut ‘lines 
that . distinguish | modern : 
architecture, modern. motor ars 
and modern jewellery. And 
when the light catches their slim 
tapering sides, they flash with 
the shimmering brilliance of pre = 


with hig team, have been heard. ~ |cracy; whereas in criais after crisis| brilliant non-German Jew said tome - 
Nearly 150 members of the club{since the war, mentally bankrupt or|a few daya’ ago, is that not only has’ 
and guests came along to .voicelinmpotent German ‘statesmen had|Germany put the clock back, but the 
their weleome—smong them. many |yielded ground to statesmen to be/hands are still moving backwards. . a) 
bearing names gris with “ proven within -a year of two equally a sage came 
palmiest days of English polo. In}ineffectual, the revolution of 1933| ere on! 
that estegory were Col. Charlesjhas ‘replaced’ Germany's post-war ee oe This 


cious stones, : Miller, Col. Vivian Lockett, -Capt- doctrine of defeatiat opportunism by|nolicy, like every phase of the Nazi 
7 You will find these new multi- eae oe ied yg erde ai an Intense religious exaltation. _ |prograiame, has. not been hastily” 

sided writing { ents lighter, Saeet + ee ee pe am Oe ' limprovised” by a Dictator flushed 

she am’s polo ger, many! y+ hes decapitated, with a single|with unexpected victory, and forced 


and far more comfortable in the 

hand — much easier of. grip — 

because they are better-balanced. 
PENCILS $3.75 & $9.50. 


PENS & PENCILS 
COMBINATION $14.50. 


-PENCIL LEADS 50 Cts. Packet. 
STATIONERY DEPARTMENT. | 


WHITEAWAY, LAIDLAW & CO., LTD. 


stroke of the administrative sword,|to fhid expedient alter expedient to 
the hundred emt the pee, satify public curiosity. ‘ 
: 5 : ridden democracy that languished} It has been ‘carefuly. thought ot 
Music constitutes a strong bond| oder the {ill-fated Constitution of It is not at first Sicht wolitinnee ; 
common interest pr Weimar. It has achieved, as Bis-iIt does not propose the wholesale 
of ane: world’s Jeading| narck never dared attempt, the nationalisation of banks and. indus- 
statesmen. oo jon of |UBification cand the fusion of thejtries that some foretold. ‘But in its 
Mr. MacDonald’s appreciation of) rouera) States of the German Re- effect on the economic structure and 
music is well-known. Mr. William! itie under a single central au-inational life.of Germany it will 
Woodin, Secretary of Oe United thority, with a’single doctrine, alcause a veritable revolution. For 
States Treasury, wrote the ee aT! ingle leader, a single law. the ultimate result of the. mea- ~- 
Dancing to Heaven with. You’! y¢ has driven thousands of Liberal aures now. being discussed by the 
ard “Spring is in my Heart Again,|,. “scoiatist Civil Servants from|Nazi leaders in Germany will be the 
" : See composed several SYM \jositions of power, and maga destruction of the great industrial — 
, . 7 : san ek . the entire machinery ‘of the: most and financial state laboriously erect- 
The China atl “inflation market.” Acceptance arose: Ro tS Abita powerful bureaucracy in the worldled in Germany during the rent quar- 
of that theory was bound to have oor, he ater ‘ e as i to its dogma and its dictates. It'ter'of this- century—the cumbrous, 
- the dangerous result of instilling bled relacation ane. . : at ‘present (222 reduced to farce the position of complicated, incredibly, artificial” 
Giuig: Rene: Wolscalay. Iu @-1ntt the balleh alcang: inpolaive ves-laeapea to wetiena Mts, Of Aer e eeuen Clu cite vet ae lea tans 
soners that, if the welcome re-|Beethoven. © “It has humiliated Hitler’s asso- Stinnes, ee as 


ciates bs ae pokic = ka _In its place will grow a state of: 
snort of Feral ner al tamer, afte, poe 
'OrkKe! 
Zeitung” and the rumoured arrest wit tae 
lot General Von Seilelcher no longer param wal Ag reeinare 28 
brings more than a smile of derision pf 
to the lips of the dwindling minority Reviage ml ben me Le a 
of: sceptics In Germany. It state, highly militaris a large 
driven into exile. or rendered poll-|°™Y, and immense government en- . 
tleally and financially impotent, all/#rPriepe to: ahecrb~ the: snrploe °° 
reasoned opposition: _ jPopulation. a 7 , 
And, most profound, most- signi- It will be a state of high pric 
ficant achievement of all, it has and amall_ fortunes, “The big cape 8 
restored not the monarchy, but theiitalists. end the big ‘bankers will ; 
feudal notion of monarchy: a liege|diminish in numbers, in wealth, and 
ford balf-divine. It has reaurrect-|in political power. There will be 
ed, Ika an‘ authentic royal emblemjrigid government control of indus- 
long buried. beneath a litter)try. and finance. There ‘will bea 
of stage properties, the - aucient low, {f uniform, standard of living. 
theory of kingship. ° “}It will be an ascetic, a Spartan state. 
: a *.6.,. of austere puritanical manners and: 
% 3 modes of thought. ‘Economically a 
Fuhrer, Dice, Coosar — three) rarer: state. Iiko Denmark. , Poll- 
names’ for a single symbol. ie tically‘like’the Engiand of Cromwell. 


half-mystical . authority . whic a ieetines ca 
clothes a man and makes him a hero Already: Hitler's < associates ‘have - 


more besides. , 
. * *. # 


OF SPECIAL INTEREST! 7 , | 
Musical Statesmen. 


_ STOCKTAKING SALE 
FOR TWO DAYS ONLY. 

Tuesday & Wednesday. 

20 % DISCOUNT OFF 
BEAUTIFUL EVENING FROCKS. 
AFTERNOON DRESSES. 

PYJAMAS — LINENS 
‘RUGS — UNDIES. 


New shorts, GRAYS SHOPS 
Slacks, Beach skirts ALEXANDRA BLDG. HONG KONG 
Just Received, HOTEL, PENINSULA HOTEL. 


; . covery had actually been caused 
Rise In Prices In [hy an “inflation policy,” the in- 
: America. flationists should be allowed to]: 
ae have their way without let or 
No tradition is better ground-|hindrance. Now, {t is quite true| nay scream! —. 
ed in experience than that a Goy-|that any country’s inflation and| HE: ‘Not with all these people 
ernment's popularity is deter-|deprectation of its currency willjatout, surely? ° 
mined largely by the question|advance prices, for-both ‘com-| SHE: Well, let's find a quieter 
whether prices, during its official] modities and stocks. Germany's spot, ‘aim 
tenure, are rising on the Stock|paper inflation of 1923 brought Summed Up. 
It was his first experience as 4 


WE SPECIALISE IN . 
OFFICE | FURNITURE. 
Desks, Tables,. Chairs, 9: 
Cabinets, etc., etc., all of 
which are machine made . 
at. our own workshops. 
ESTIMATES FURNISHED FREE 


THE INTERNATIONAL. FURNITURE CO. 


67A, Des Voeux Rd. C. Tel,. 23546. 


Your Daily Smile - 


.PICKING THE SPOT. -- 
SHE: if you try to kiss me, I 


* * 


Exchange and the staple mar-laverage staple prices, as measur- 
kets, or whether the reversejed by “The Frankfurter Zeitung,” {shop assistant. __ ‘ 
movement prevails, It can cer-|to forty-nine billion’ times those ae ae Phe aceon ne oa 
tainly not be said that prosperi-jof 1914, and average prices of isto oe gear 7 a oking & 
ty in the familiar sense has re-|stocks to six billion ‘times those} «No was the reply;. “bit. I'd 
turned since the first week ofjof 1922. That‘is doubtless not/like to see the manager.” ~ 
March, but to the average Ameri.|the kind of inflation that Wash-| The assistant walked across to 
can mind rapidly rising prices|ington. oracles contemplate, yet Oe aes rs el seg to 

_jare. a harbinger vf such return. the underlying principle at least oe er he: a ou see 
A “good stock market” some-|is the same, But the contention gre Se ee oe 

times means more to‘a new poli-jthat the recovery of the past Candid. ; 
tical administration than a cape coer ing ebteerged A ae golf Brcead near. London|of ee Ae giant or 

of an “indatio 8 ellis visi : i ¢ uther or Cromwel 

“good press’ to an aspiring countered. some rather formid- ts visi each | Mi y morning byimant 4 Crom 


: rn a pariy of sporting clergymen, none|Hitler or. Mussolini—the | : 
author. Mr. Roosevelt has-thus/uble objections. It is” rejoined| of pel an even moderately good, Germans, wo medieval beneath their 
far enjoyed this advantage to the that the United States has'as yetlolayer, The caddies sometimes 


ttle internal be-|modernism 40- Ladi pli heart 
Compilati indulged in little in CUX-icome. mildly amusing about ‘theirjunder their external . papier 
Fells) Caracliations. <6) vee. rency inflation; that, on the COD-| prowess, 


taken . steps “to realise .their new | 
economic policy, They have ° an- 
nounced — their, intention ‘to. raise 
agricultural prices’ and to break up 
—in the teeth of the opposition of 
thelr .Nationalist partners — the ~ 
great landed properties in Prussia. 
They have already, by the'control . . os 
oes ae over {mports which: the State exer- °. ee 
‘feat in-th de -eheleises “through the Reichsbank.re- =~ a 
1 feel is the secret ot action onthe purchese “of for- wat 
{eign: currencies, begun’ severely to. | we 
limit the purchase of raw materials. 
abroad. A controlled inflation of — . 
the: mark is already in process; and. 


prices for commodities show ad-\;- 7) Federal Reserve notes in|’ One day as the, clergymen were Seas coe tant thats kere at 
vances. since March begau, rec-|circulation, evén allowing for the|seen, approaching’ the clubhouse, the|last. - coe ee 
koned by the various compilers|special descriptions authorized! iit of. the caddies’ shelter said, in| This, ; 
at 6, to 10 per cent.; the stock in March aia thousand err’ «solemn tone: “Let us join in sing- sted .and. paliteee . capralog an 
4 " risen |Gollars less than on March 15.)ing ‘eartily, ‘We plough the. fielde|which Germany has Sndergone Sur: 
market “averages” have Further, and still more.’to theland ecatter...'"%, +, ing the past few weeks. 
wed itat, as| "CANDID, rae dutiar You nes the difler 
as AND) transformution.* You see the differ-j*. : . 
: : nite ot Fi ah, aetna ee cies a : age = : : Indeed, with’ th id res 
least. considerable. betterment in|againa SeABONS TIS,!’. Brown is. employed -by:-:a. firm Of the nat! : look, af the Relchsbank ‘under 8 ar ait 
business have appeared, . As the which . likes, to “encourage” its The - ; ractically inevitable. °°". 
eri “0! (Continued on ‘Page 11.) ne 


Plates, Papers, ete. 
Developing ‘Printing and. 
: - Enlarging, - 
“AT 24 HOURS’ SERVICE. 
.. A Trial Order is Solicited 
THE. KWONG. KWUI. CO., LTD.. 
74, Queen’s Road Central, Hong Kong. 
e ‘Tel, 22170, 


mete 


GUARANTEED 12 YHARS ‘OLD, © © [ony st cho ane u te re 


A jolly go d 
‘in a jolly:g : ‘|ascribed ta - the eiiérgetic ~mes-|: 
WHISKY—<—— | Bay ; “taken at’ Washington to 


; | thts :mornt 
by; 


7 


epeeewe dtom.this cable,”. said. Mr. Marton, | 


", ton’ that ‘the’ regist?, Hor ee 


- Messrs. L. T. Piver of Paris, for|phrase, “General improvement is 


. D'Almada. 


-dinances which particularly. state 


” were mentioned, but not Hong Kong, 


‘that unregistered trade-marks were 


TRADEMARKS ~ IMPROVEMENT * . Av SHROFF 


Loxley And d Co. Charge Increasing g Confidence Watson & Co: Employee 
Infringement. In Industry, otf < Gaoled. 


ENGLISH REGISTRATION . UNEMPLOYMENT DECLINES _ EUROPEAN - Ct CUSTOMERS’ 
‘APPLICABLE HERE? PAYMENTS "STOLEN » 
"Eoudon: To-day. 


The President of the Board of | Tsang Kim, a slirof employed by| JL. man in‘'the village, lay very| "28 asked 
exaeniely 
Trade, Mr.. Walter Runciman, was age A. 8. Watson and: Praga 
cone toe fee sila" uatd tour oe. chatge 
point of discussion ‘at the Cen- nference when -the Board of embezzling $1,207.52 from his em-. 
tral Magistracy this morning. . {Trade vote was considered.in. the ployera. ‘The case was triedyby Mr. 
Leung Siu Kee, proprietor of House of Commons, yesterday even- | Wynne-Jones in the Central Magis- 
shops at No. “621 and 125,ling In his absence, Dr. E. L. Bur- ‘tracy. 
Queen's Road Central, was Pro-| i Under-Secretary for the. De-| Mr. 0. E, C. Marton, of Deacons, 
ceeded against for “possession appearing for the plaintiffs, asked 
of hair lotion containing a “girl /Partment, said that the trade posi- His Worship to try the case suia- 
trade-mark” resembling — theytion and the prospects of the coun-|merity, as restitution for the losse! 
“Pompcia” trade-mark of|try could be summarised in the: chad been made. 
The embezzlement was part of the 


~ Opportunity. 


Lasting only One Week! 
/ July Srd-to 8th 


WHE old peasant, the ‘ tictiest even ‘tuliieed the bite: unless he| 
i and even then’ he was 
curt, He lay, on his bed 
iM at the. point of death. God] indifferent “and stoical. His head 
was holding judgment over him, bear om a ‘Sheepskin, . his. -pipe in 
5 mou 
pointing to him “ example *“Wnat’s the trouble,: “ald” “man?” 
for all mankind: -|asked the Doctor: “I understand a 
“Look at. John Gal. What do youl fiy bit.you." 
mortals imagine - yourselves to be? Nii ceaps it answeied the Peasant 
You are nothing.” Now,’ John Gal n his teetl 
is really somebody. Even the “What sort of fly was ie7” 


g : _ “A green fly,” he said 
county judge shakes ‘his hand oc-| © «ryoy’ just question him, Doctor,” 


casionally. The Countesses of the interrupted. the woman. “I. shall 


The question as to- whether]. 
the registration of a trade-mark 
in England by a foreign firm {is 
applicable to Hong Kong, was the 


~ Shoes & Hats 


have to look after my work. - I have 
whom Messrs. Loxley and Com- tions of ‘monies collected by. the defendant |village-come and viait him, He. fs “ork. * 
pany of Hong Kong are agents.” rage a gente dit ‘confi [ver a period from ‘March 1 to May jthe richest among. you. Stil, I ear pees “4 the rene 
“Mr. 0. E. C, Marton appeared |". ng Zi. The payments alleged to have)could smite dim. I did not have to/ “All” right, mother,” - sald conpaty: 
for Messrs. Loxley and Com- ' ; ternational |e” retained in'the possession ofjsend a hungry’ wolf to bite shia a ee “i these prices 
pany, and the defendant was re- The tendency 0 id, had not lt the defendant were stated to have/him, nor. do I. have to uproot rr ica tes ‘a ser rind fie 
presented by Mr. F.. X,{ trade to decline, he.said, had no n collected from. the Hon. Mr. la giant oak to fall upon and crush{®5 if stung, ands on ‘her hips: Sandal ‘Shoes’. :. 


yet been arrested, but the position him, A will do the work.”| . “Why, you're old enough to be my 
of the export trade of the United Bo Last cntieg a ae Pr That Pagan actually, happened. father!” she said, half “offended 
Kingdom was certainly not wr [the Luk Hof Hotel, the Majima Hos-|A fiy bit his hand; it soon began to|and half flirting. - “You don't seem 
satisfactory in the light of world | pita! and the’ King’s Dispensary. swell, becoming blacker and redder;|to see well Sraugh those * ‘windows 
trade asa whole. The priest and the lady of the|°M your eyes,’ 

Improvement, he said, had been ——— Castle perquaded: ‘him to -call a , She turned quickly about ‘and the 
widespread, and covered $0 out of : ; doctor. . e 
100 of industrial groups and 600 BOY VICTIANSED He would. have ‘been willing to Seen eee 


out of 700 of the whole of areas . have the- surgeon sent for, but they 
for which statistics were availablc.|;- BY THIEVES. {prevailed upon him: to:telegraph for TO-MORROW’S STORY 
There was a notable improvement — a specialist to Budapest... Professor 
in building, cotton, wool, engineer- District Watchmen [Birli was eae on visit spoes 
ing, boots and. shoes, motorcars and n : cost three hundred florins, but that 
shipbuilding. Commended. was money well spent. 

There was a further substantial} |, st ia “Nonsense,” said ‘the peasant; 
improvement {n employment during}, “YOU are a scoundrel for steal: that tiny fly couldn’t. have caused 


. ine the ize from a small boy,” Mr. Wynne- hundred florins’ worth of dam- 
fourth successive monthly improve.|2ones ‘old Wong Chuen this mora-|.o0 in mer" fel yany starched skirts whirled Tike 


x7 [ing at the Central Police Court rd wind as she walked -out, erect 9 ; 
aired : Pini The Countess insisted and offered ; KING’ S. THEATRI 
ene gis ae airs ae aan when Wong 20, and Leung Wai-tin,! to pay the doctor's bill herself,|With the -sense of youth and ; a 
This ‘did the trick. John Gal was |Strength. 


12, were charged with the theft of 

ployment or 120,000 more than in 

the preceding month and 372,000" fountain pen, a proud peasant. The telegram was{ The Doctor followed her rs his 

more than in January. This was|_ The accused youths were follow- dispatched and a young man, slim|¢yes: She was devilish’ pretty, 

the highest volume of employment yesterday on Queen's Road Certraly| ang bespectacled—not at all im: much younger than the doctor, and 
posing—arrived in the carriage that{0f course very much younger than 


i fisuved persons at “an? Hime by two District Watchmen, and: 
sine September Toa y were caught in the act of stealing al). been sent to meet him at the{Her husband. He wanted to-mutter 


. Walking ‘Shoes eode 


Mr. D’Almada remarked that Golf Shoes ~"... 


the argument before the Court 
was to prove that the  trade- 
mark was registered in Hong 


Cheap prices —~ yes, ‘but NOT, cheap shoes. 
‘Worn with Pride by everyone. 


ANE, CRAWFORD, Le 


ir Marton replied that before 
Messrs. Loxley and Company 
took over the agency in 1928, the 
‘bottles were on sale in Hong 
‘Kong since in 1924. 

In, 1928 Messrs. L. T. Piver 
applied in Hong Kong for the 
registration ‘of their “Pompeia” 
trade-mark, but this was refused 
as it conflicted with a trade 
mark of Messrs. A. E. Akinson, 
of England. Mr. Marton ' said 
that the trade-mark was regis- 
tered in France; where the goods 
were manufaclured, and also in 
England, He submitted. that by 
virtue of the registration jn 
France, and particularly in Eng- 
land, the trade-mark was appli- 
eable to Hong Kong. He then 


“‘To-morrew's story will be 
“The Luck of Captain For- 
_ tune,” by Michael Arlen, 


The Ladies Salon, 


——————— 


—— COMMENCING TO- MORROW ——" 
ANOTHER, BIG DOUBLE EAN 1. 


quoted authorities in support of All. British industry was ee pen from Ng Wal, aged! station. oat lla ye me ive 
this argument, healihier than for some time “These District Watchmen are Mrs. Gal, the young wife of thet “el, biel chat hand. es 
Mr. D’Almada quoted the] past, and industrial and com- elderly peasant, received him at the 5 Bee 


very clever,” remarked His Wor- 
mercia) activity would respond ship, in commending District 


very quickly to the successful lWatchmen' No. 52 and No. 132, 


: results in the international Sentence of six months was im- The doctor examined the swollen 
ect | of | particular goods or| field. posed on the “carpenter,” Wong | tian weahieg a cae ay usband. snd, end his face assumed a grave 
¢ rete of goods. 4 The total volume of world trade!chyen, Leung Wai-tin was ordered fly-bitten hand as if he'd been bitten look: 

“The trade-mark of the “Pom-/was continuing to shrink. Great/to received six strokes. b Jephant”” “Bad enough. It must have.been 
peia” products were not. and|Britain's share’ was maintafn , hy ee, untrue. John|ao poteses fnsect." is 


could not be registered in’ Hong}Dut it was a somewhat melancholy, === Pr us 
Kong, ‘because another one was'al-| satisfaction when they thought of Gal had never said a word; never PE ay ait fang Jot bees the 


ready there, said Mr. D'Almada. i 

He suggested that Messrs, L, T. rag gett ovo rdey reaper WHERE TRAMS ARE i? bia ee ote to 

Piver could have applied to Messrs.| of total world trade. : : as & a come fro 

Atkinson to regater theit vtrade-| "(oral world trade, ants, _. .DANGEROUS CORNWALL SAILING |. Re eae 

mark and with their consent applied Dr, Burgin safd that. their result ON FRID AY. Cie ‘ laa iba 7 (i) . 
tind been.to give help in the Many Casualties In vouchssfed for this information. 


for registration in Hong Kong. jake be t 
omitted that he regiatration  in{etance of trade and for the first| Leningrad System. | Warship Movements. We can ati do. something. ‘To 
five months of the present year that : 


Trade-Mark Ordinance of Hong 
Kong stating, “that” all trade 
marks must be registered in res- 


“Are you the famous Doctor from “Qulle a good deal,” was” the 
Budapest?”. she asked. “You had|4"8wer. 


Married to one man . viliving 
_in ‘fear of another-—unwanted * 

love from the past—Lure of 
de tearashea aoe 


Spencer Tracy. 
ieee ‘Shannon. 


said Mr, D’ Almada. : 
Mr. D'Almada* alsa pointed out 


° 


submitted that the registration in 
Kongens ot SpPlcable t2-HoPe! balance showed an improvement of| 49 COLLISIONS-PER DAY ‘| Hats: Witch and Veteran of the|Temca hone ne ang een too late 
Hong. Kong had its own Or-| ‘Wiis serine ee ee eh ' |8th Destroyer Flotilla, left'Hong| “That's strange,’ said the 
Rese ee eh eces ee ng iglsinators otha yesterday ser Wei-hai-wei, peaeaii resting the oe into 
that it is cssential to register me alarming facts are givenjwhere they are relieving the Des-/his pipe with one thum : 
trade-marks in respect of particular FITTER. COMMENDED in a statement on the conditionsjtroyers Wishart and Whitehall: “Blood-pofsoning works fast. We 
-goods or class of goods. IN . COURT. of the tramways in Leningrad,} The Whitehall arrived in thejhave no time. to lose. “You must 
The Trade-Mark Act of 1905 in by a former German Consul|Colony yesterday evening from harden your nerves, old man. Your 
England was not applicable to A ted ‘A A Thie f there. -“Among other things|Pagoda Anchorage. arm will have to come off.” 
Hong Kong as Hong Kong was not rres e he-says that: B.MS. Cornwall of the 5th} “My arm?” he. asked with sur-|) 
included in the . list. Augtralia,} Tram collisions during the/Cruiser Squadron, aid 4.M-8,|prise and.a touch of sarcasm, and a) 
Canada, Ceylon and other places) “If there were a few more likelfest nine months of 1932 totall-|Caradoc attached to the Squadron |great ‘deal of resignation: . 
you, there would be no snatching in| eq 2.640, or nearly 10 a day. |will leave Hong Kong on Friday for] ‘Yes. “It has to’ be done.” 
Hong Kong,” remarked Mr. Scho-|" Tyams that jumped the rails, |Wel-hai-wei. : >John Gal did not ‘say a word; he 
Eons areata pitae toe anaes 
8, 0 ng Bev My. © e Destroyer Whits! which is | smoking, 
not beotected under een al i ee nares. bringing about] “There were 277 fatal accidents going North for her summer exer- Pion ae ve Doctor mento in ie " a 
f t ‘ ~ 7 “St-will a ie me , 
cunntaieanta’ eke not “pepatered The defendant Wan. Man Kung treludiee’ 73  chilacen “aia? ieee ae TaN ah T aball put 3 you. to sleep, and ~ ADDED ATTRACTION 
could not be registered, and had been nee eens Sane = regains Peaple injured numbered 2,468); 7 |. J when you-wake-up you will-be saved.|/]|. - ss “AT 5.10;-7:1528.9.80, PM. a 
fused registration In Hong Kong.|from as in Spring Garden e, ANT : MIT Otherwise, “to-mo: w -at-this time ‘ “5 
“The Seieedune has -no ited to ca and on the cries of. the stall-keeper, ener te ark length ‘of tara’ ‘AND DUMB * you'll be'as ‘dead os. a mouse. Not OR or. a. hort Season ae Prior ite. 
ewer on the question. of law," con- the fitter gave chase and caught theli-smwaylines ias _increased|: : _ THIEF, | “* - “Teven God.can’ save you.” - "Their Tour; of America nd Europe. . 
a a ieee ee Palle. handing him over to th€|srom about 88-miles in pre-war {| "Oh eave me alone” he ‘said, as 2 PAE WORLD FAM us. 
Mr. Marton~said that an Order} # alice. : - \days’ to'210 © miles, to-day, ' the} Wants To B Become 7" though’ he ‘were tired’ of so. “qnuch Wee 
in Council was made in’ England in fais e = number. of tramcars ° available ee me ptalles” tumed to the meth ane closed 
1884 in respect to trade-marks and $845 ‘ CLAIMED. thes: decreased from L777 to 84 aoe Tailor. pov his eyes, 


” it was to be pssumed that ft was ap-| “Beuter “The Doctor. was. quite’ prep 
plicable to. Hong Kong, as. one of]. Pee coe : : wos “At the. Central Be Potice Court: this for such stybbormess. 
the Colonies. Contractors’. Case morning, a deaf-and dumb youth,’ Ah |toom ‘and went to 
In reply to a cable sent by Messrs. : _ Adjourned." as Chai ‘géntenced to six ‘months’, the :woman.-" anes 
Loxley and Company‘ the Paris ‘firm z EX- EMPRESS. ent for: “How Ya my husband?” she: asked 


registered in France, -England{- 


and Berne,”. “It -may .be inferred “The case i in which the Wang Neal -- 


Company of. No. 5, Heard- Street, 


Wanchai, are claiming $845,29 from "Huigad a an Nation al E: 
Concrete Products Ltd., being the]. - 


Bank's’ | Advanes.. 
balance allegedly due, fo: ork done 


holding 't' def. dant-h and materiale supplied, ade rahe aa rapest, * 
«ing tte tsa ed oe ie netDe a TS he Pepnn ad are tee ae 
Mr, W. Schofield, remaried that hip ee short pearing ‘before Nati hhas,_ it “-ia| 7277; 

uisne Judge, Mr, . Lindsell, nl 
decision was, based: on: the assump- “Mr. C.-Y. Kwan. appearédl for 
plaintiffs ond Mr. T, P, 
a: cablel? for. the’ defondan 


sufficient: evi- : 
mada ot 


“that the trade- mark, ‘tn ape 


joo in: the: Apponyl: Ter] 
ad’ some agricltura 


each 
: Mire Sr. D'Abmata Teplied‘that’ as. ‘pis “To-day: Reno 
Worship ‘had: deeded: thst'be shad shfine,™ sal 


“CHAMPIONS LUCKY | 


Club . fiveaed To: Hold “A : 


, ae : , - TO WIN | Conquering So South China - 
> Mediocre. . Display At The Kowloon. Gri Cricket Club are 
The K.C.C. | Champions. is Fortunate - _ Slaging oT, le, atterzoon 


having applied. successfully for a ~ 
pimponement of their game at the 


C. 

The following is today’s : 
gramme with in eee winsing : 
teams given in ay 
Recreio v nines, RC “An Park) eee 
' at King's Par! ein ee ' 
University: v Craigeng: sents a) : =) 
{at Pokfulam) 


Chinese R.C, “B” v .. ; ee ° 
Phost, |. Aaa 
at Cause ae ea 

South China ". iprhces Tepes . : Cf 

Ee 


Hong Kon ey on eS A cae Bem contented Go 


3 .MORE DAY: | — ainst K.C.C. 
: a on E. Sa 2S STAPLETON’S LAPSE | | eae 
i . <2 * ar : ona - '| GRADUATES .WIN. POKFOLAM 
ie 2 pQF™ @y ACE) “DERBY” GAME 

The Chinese (Recreation Club, 

Recreio ‘Beat “South China ‘and 

hold { the “B” Division. titl 
were, deckdedly fortunate tol Club Beat’ Civil Servants 
annex both points against the Kow- ‘By Odd Set 
loon Cricket Club eid at the : 
KCC. - The United Saree continued on }_ 

Revealing very mediocre form their triumphant’ path in the “B” 
-|the champions. owed their success: ‘Division of the Lawa Tennis League 


.» EXCEPTIONAL _ BARGAINS 
IN. + 


; : to the ; inexplicable failure ‘of yesterday when th rwhelmed X 
: eton” ‘and Burnett, who secur- ercay when they ove! 
y HATS and SHOES | mly;one-set.for the K.C.C. the Indians. by 6 ses 3 1 The| PERKINS BEATS 
: : Poor ‘serving by Stapleton was Chinese Recreation Club, the hold-. CLARK, 
a responsible for the K.C.C. No. Llers and their’ most formidable op-| ‘ — 
: 2. pair going down twice. He served !ponents, were fortunate to beat the}; Bowls Sensation. 
FOR numerous double faults to alo : At K:c.c. 


the Chinese to break through - his 
J dain on Saeed form the 
cervice. Stapleton revealed goad) | Joe on ero difficity| T. Perkins (Police) iil 


stroke production, and had: his ser- 
‘lve been a bo me the K.C.C.|in winning their “‘needle” match sensation “at the K.C.C, yesterday 
would undoubtedly ~ have ‘checked ‘against the C.'R. C. when he eliminated A. R. Clark, a 
the champions with a 5-4 win. The Recreio came. up to expec- favoured Police entrant for the 

Hambly and Rodger, playing for tations when they béat So uth China, Colony Bowls title, in the: Third 


the first time together, gave pro- 

mise of becoming a very useful and the Graduates carried all be- Bosnaiot ~ Chsmapscisiip, 3 ie the 
combination by securing two) sppte| fore them against the University i in eighth eA Perkins held 4 0 
The Green combination’ experienc-/the Pokfulam “derby.” - Mis: advantage. to. win: b 8 shots 
ed an off day’ and lost all three!’ The Civil Servants put up a gal-| sre 92 pile i y 


sets. lant struggle against the Club, but} perkins will now meet’ E. G. 


PAE KIDDIES - 
AND GROWN-UPS. 


—I——t—) 


LANE, CRAWFORD. - 


Ladies’ Dept. 


You may open a ‘tin of CARNATION MILE: in 
summer or in winter, and you will find the milk tobe | 
just as it was when it was put into the tin, “as sweet - 

_ and. wholesome as when fresh from the cow. This is 
accomplished, without the aid of any preservatives, by _ 
the CARNATION method, which provides simply and 


sind : ped mes & were beaten by the odd ‘set. It|Searie, N. Drummond or J. F. Mc- solely the rich, pure, sweet milk itself. 
2a hate pond Tau, an old (Was their third defeat. Gowan in the Fourth Round. 


campaigner, is just.as-good as Clark v. Perkins. 
ever. He is admirably suited © Odd Set Win For Club. Hons me R. Clark T. Perkins 


‘OBTAINABLE EVERYWHERE. 
Sole Agents: 7 


to League Tennis.: - ee pase Valley, the Hong} "1 _ 1 1 ‘ 
: S. W. Liang and H.S. Kwok|Kong C.C. scored a narrow victory) = i 2 
: 5 Gee secured two sets after being led re the Civil Service C.C. by 5 sets Br = 2 r CONNELL BROS. COMPANY, LD. 
~ fi 4-2 by Stapleton and Burnett. : : ? " aa on. hina, 
Ba Wy hase IN A PERSIAN | Kwok'’s powerful forehand driving| Scores: r - ol 2 —. 4 Hong Kong & South c 
\\} Ze Z, GARDE EN - was one of the features of the} B. 1. Bickford and J. Skinner —- 2 + 38 7 
mes\y match. He is one of ‘the coming repair a eta i Z -_ 2 : a : 
at oy Co Son left-handerg in the Colony. ‘|lost to J. G. igh and G. _ . 
"= | Ww “Li niplete 4 Cycle, M. K. Lau gave L. F. Hon dis- Gamble ..... se eeeeeeeees 3-6 - 2 4 — 11 
: ee WORK appointing support, and as a re- ae to . S. Traill and A, D. ea 2 : y s 
! . = sult the pair dropped two ‘ sets.. UMPNTCYS seseeseresvene fe ee Antes 
| ALBUM WORK- By sult the pair drapnad two ‘ate oH Day aad tGoraaiy & 6 = & | 2\l NEW PRICES OF BRUNSWICK RECORDS, : 
promise. = J. Barrow aud D. M, McDougall 2.8 —~:.14 = So < 
3 MURIEL GRUNSKILL en og . 168ecj:— ee Lit 15 bok 
. HUBERT EISDELL C. L Stapleton and G. C. Bur-|beat Haigh and Gamble .... 6-3 -— 8 . 1. 16 : i 
HAROLD WILLIAMS nett (K.C.C.):— beat Traill and Humphreys 1. 6-4 -72 a 7 - ; : 
= lost to §. W. Liang and H.S, _, |beat Day and Cornaby - 6-2 ear ay 18 mae ep 
ee ee a Fe o| Rece Cos rie ee | - (Less 10% , Discount: for: Cash). 
ewes !! ” — $e: na Pay ag hy 
FIVE RECORDS. —- Be Ep Cay Bat eae g- 4 {lost to Haigh and’ Gamble .. 1- 6! a reeees i it = in ae rs 
s 4ce AMeen —s Is tet OL. K. Lau and L. F. drew with Traill. and Hum- teens = ; 
Complete in Art Album. Beh Me Re Tau ANS DME gg whale aac -ussbe recess é6)2 cl M8 ll) ALL THE ‘LATEST’ DANCE TUNES. 
RB. Hambly and J, Rodger|4tew with Day and Cornaby . 6-6) MATCHES POSTPONED 
THE ANDERSON MUSIC (KCC) -— Indians Secure One | seen A Hyd Lay aad a ene OOK P ; 
eee ; IAN MPANY.- 
co., LTD lost aa Medan LIL 42g] On the home courts, the United|and: E, C, Fincher and “A. W. ‘TSANG FOOK PIANO COMPANY. - 
: 9 ‘ bent Lau and Hon ........'6- 4|Servites Recreation Club defeated shige: ee nagar 
4 : ‘roen and D.&. ( the Indian Recreation Club by 8 sets|have been postpone: e only 
; one ca Doe Orne a match todasr fe that bitwert I. 9, Ice House Street.  —s_ Tel. 24648. 
aig Ellis and A. F. Paul at the Diet 


Scores: 
R.E. — and P, &, Cannon Service C.C. ; ‘ : 
(USRG):— apa : Gene _ : 
[beat 4. 8. A. Curreem and M. a CHAMPIONS’ edeasegoeenonteseseserecseseareesaesesese 
- |beat S.A. lanl ad. a LEAGUE TEAMS | 3 - 
Madar .....seeseerees Tee 
beat: A. K. Suffad and AL HL FOR SATURDAY), 
~Suffiad ..tccecestecvevves T- 
-E. C. J. Barry and J. J. Waite Cc 


Tost to Liang and Kwok ....-3- 
G. FALCONER & CO., (HONG KONG) 7 is | pakesaieeaerer pe meee fi 
WATCHMAKERS & JEWELLERS. — : 
DIAMOND MERCHANTS. 
Union Building (opposite G.P.0.) 

Agents for:—-ADMIRALTY CHARTS, 


The following ill represent the 
raigengower Cricket Club in their 


ROSS’S BINOCULARS and TELESCOPES, (USR.C.) — : » Lawn. Bowls fixtures on Saturdsy, 
: be loosen .. 6 encing at 3. 5 : 
KELVIN'S NAUTICAL INSTRUMENTS, -|| GRADUATES — WIN [best Curreem and Hoosen .- 5 3}comm Tam ye iil Service’ on 


ENGLISH SILVERWARE, ‘direct from’ Manafacterers, “- - BY 7-2 


C.C. 
High: Class Engtish Jewellery. beat Suffiad and Suffiad 6- 3 I Cavanch me E, Lam 


ammert, D. 
M. H. F. Waring and A. J, Stocker Romjaha and B, W: Bradbury (skip). 


a eer rrr (USR.C):— - : G.L. Buehnan, A, E. Coates, H. B 
Samy. And Gittins beat’ Curreem.and’ Hoosen .. 6- 2jand R, Basa (skip). : a 
Outstanding. lost to Ismail and Madar ..:. 3- 6| 7, Driebenan, E. Tac, ‘E. el Ar- 
: : beat Suffiad and Suffiad ne 6-1 Second Team ve Crit service on CLC. 
e WONG AND “LEE VARSITY’s é ogee i 
- One of these two. | ONLY WINNERS _ -Reereio Win. © ~~ | Bincan, 5fovanm, nv. Pere] > ff THE. ‘LANDSMAN'S ‘HANDY , 
Playing. away, thi Club de Recreio|""8 ‘Yo Chaasa, Mt. 


74 x ‘GUIDE TO. LOCATING THE. 
C, 8. Summons, H. Milton, W. Ward athe ? 5 
ard W, V, Field (skip). : 


is the Ball for you A et nperepenbe ye 


gociation. by 5% aets to Rac 


Gradustes, at- Pokfulam yester-! . scores: 
day, the Graduates winning by a) FN. Wong “and. K.. at. ‘Chan 
score of 7 sets to 2. (S.C.A.A.) s— : 


- §. H.. Wong. and P. C. Lee won 
the only two-sets for the ’Varsily. 
- For the Graduates, D. Jost to J. _ Gonsalves and A. D 
Samy and W. ML Gittins. car- {- Xavier 120,00 cece ee ve’ 
. led all before them,-winning [drew with Dr..A. P. Gutteres a 
oe. ‘eames. vio. are ‘and E. A. ‘Noronha, +... - 


lost to L. A. Stiya, and ud 
Remedios .....,..-.-9- fe 


| Improve Your 
_fennis.. 


La till it’s ls wes ei a we. Rank : Bah ema of, wom of 


ay (Uaiversity) >= nen. AIL this accompanied by’ the)”. rye 
PRICES. ‘REDUCED | 70. af ae necessary. peysical exits and also 
Leen “ALL GOLFERS TO. ee. a ar Bae aad oC 


Jost to D XC Bamy and Wet i [be -Gutteres - ‘and Noro 6-8 


, ng: 
o re physical ‘ve flexes. ond -even mental. 
Add to- thie, ‘steady, intensive prace i 


WALLY HAMMOND AND C.C. DACRE EQUAL 1899 CRICKET RECORD, 
| Water Polo’ ee, ! 


Favourites” 
— Win 11-0 


Combined Chinese| 
But Disappoint| 


> Babe Ruth, Hits Out 


‘Yorkshire Beat’ Surrey’ . 18th Homer. 


ae wee RS. LISSAMAN qualified for ; Win. - " 
. Weak Finishing: Off - Schreuder Nets Eight the Captain's Cay pa Rien And Sussex Win. 4 STAR BASEBALL CARD - 
By Losers.. ; Times. - stare ee with a score of BRILLIANT BOWLING BY BOWES ' fa waes 
eas Oo. : ew York, To-day. 
ERE! THERS iNA « + * f. “double 
ROL F RA BRO _ SOUTH CHINA .“B” OUTCLASSED HE Bogey on held at ‘Lancashire’ Draw With West | . Nee Bolg ee eee a a le. 
SHINE pe a! (By, CRAWL). Hae Maha Sanne i June| Indies And Both "Varsities chk pa the Lome ae neared 
rs. Buller, : Ea’ Cardi earest ° 
Westy Matte | PB Gg || te tmp TCA “| is that” er tel en aca te ee 
ies Bere RRS AE saabheer an won the}: ~ 8 ; : 
ne In Keen Struggle ; EE : ae team scored another overwhelming Eclectic. Competition held . : onda: To-day. bi the" peta hoc League Was 
a. pawl * victory, in the Hong Kong Water ore Boa ae during June.| A record dating back: to 1899 Le eae aad T chawpiena twice, 
. (By WOK CHUN-HANG (HK. polo League last night, when they. so * was equalled during the week-end in spite. his Pat fhe anason the 


ARGARET SCRIVEN who ‘game. 
" was sensationally beaten Philadelphia Phillies, for whom 
by. Fraulein Krahwinkel {in {Chuck Klein banged out his six- - 
the Fifth Round at Wimbledon teenth homer, played brilliantly to 
yesterday. beat the Dodgers ‘in both encoun- 


defeated South China ‘B” by nj AX Eclectic Competition will be county, cricket programme, when at 
goals to nil at the Chinese Ci vi; ing Pet at Deep Water Bay dur- iw. scester C. C. Dacre, former New 
Servants’ Club. * * #8 ‘Zealand Test player, and Wally 


N Tuesday, August 1, a “One 
The winners were vastly superior Club” Competition will be held Hammond, hero of the English Test 


to the Chinese team who ‘wasted|at Deep Water Bay. 
much time in shooting when an = 
opportunity presented itself. IRISHMAN LEADS FIELD IN 


S.C.A.A.) “who missed a 
wonderful opportunity . of 
levelling the scores in the 
‘match between the V.R.C. and 
the Chinese by missing the 
- penalty awarded him. 


The Victoria . Recreation Club 
: Jast night defeated the Combined 
° Hong Kong and Canton South 
4 China Athletic Associations by 2 
goals to | in a water polo game at 
the South China Bathing Pavilion, 

North Point. 


The game was disappointing 


t 


team. 4 : ters 
scored a century in each in or a ae Boston Red Sox recorded the only 


nings for Gloucester. China Hail other double of the day, at the ex- 
ad ¢ : 


This feat equals that of W. L pense of the Athletics, =. - 
Results as cabled by ‘Reuter were 


NAVY FORCED TO 


from more points of view than ane. Py 
It wag a very scrappy game and ‘A DRAW Schreuder, the “Y” skipper, was ‘BRITISH OPEN Foster (140 and 172 not out) and Sports Diary ae follow: 
the final score was a poor indica- ; re again top scorer with 8 goals, and,} . planes R. E. Foster (134 and 101 not c — : Nati tional League, 
tion of the run of the play. Chinese B.C. Sco “Yalthough not full de Continued out), the famous brothers.. They | TO-DAY BE 
\ “i Cc. re In jalthough not fully extended, . he (Continued from Page 1). ’ Ir je y 

: Sores Leen the ae paor ahs Last Minute was compelled to pile on the score| . —_ _ established the record, also at! ; 1) pi. is_Ooen Cincinnattl , 5 0 
ed their victory would be putting : . by ‘the excellent openingi. made: Syd Fairweather, another Irish-lwoscester in 1899, against|R. Ellis v. A, P. lpm, Chiuinleanhip Chicago oe vu 0 
the cart before the horse, for at no fs * tman, is third in the fleld with Billy , (Civil * Service | green, 6.20 p.m.) ! Cinci ttl . 10° 

{ inna! 


Tong Sin-kee, the Chinese centre,|purke, the famous American and |Hampshire. « Lawn Tennis—“A” Division : [ 
wasted many good opportunities by Kenyon (West Lancs.). All three Pe In ae of aeied meritorious a ee culo Chinese. | BC. “A” *|. Haffey and “Moore: Bt "ar he 
throwing wildly, while both his |had an aggregate of 146. oucester “ha con-| University v. Craigengo apgn \CRICAEO -essesereerere. 
doibiied Garnett (Addington) is the lead-|tent t with first innings points, |Shiaese CB” v. South ching «B 


‘stage during the game were they (By CRAWL) 
the masters of the Chinese team. 


The Combined Associations play- 


A very even game of water- 


1 
F ed a brilliant game and had their | polo was seen at the Chinese Civil] |. 3 
forwards’ taken full advantage of| Servants’ Club last night when wing forwards, Wong Yun-man ing amateur with 147. He is in Brilliant fast bowling by | Routh chins “ ee eae CO. |hew- York .s.ccseeves 0 4 
their scoring opportunities -they | the Royal Navy and the Chinese and Wong Siu-cheong were lying | distinguished company with Archie bores (12 for 140) gave | Hosdquarter Wing, Bdrs. vy. “BY Co. Boston ons pesvseee 3 6 
7 : would have. turned the tables on|Bathing Club shared four goals in|too far back tobe of any use, Compston,, the former British Yorkshire, the champions, Bars. ~— 
Ryder Cup player, Joe Kirkwood,| their twelfth win.of the sea- “ = New York . wee 58 


.|a League game. ——————————— 
5 crane Roston 


th 
The Navy, who were strengthen- Laung,_ Labeshg,,- the Go 


their formidable opponents.’ ; 
China goal keeper, was out- 


the Australian- trick golfer, and| son and inflicted on Surrey 


C. Roza-Pereira was the best y 
of the VRC men, his twe- {Cd by the inclusion of McCrae at] standing and did’ extraordin- Vickers. thelr second consecutive'de- | Gloucester took. first innings , ’ 
handed play staading him in |ceBtre half, were unluckly to lose arily well between ‘he sticks. Gene Sarazen, who’ lost his| feat. Douglas Jardine, the’ jpoints from ‘Worcester at Worces-|Philadelphia .......+- 6. 10 
thelr goal lead in the last minute of | The Y.MLC.A. opened the scoring | American title to Frank Goodman, English Test skipper scored ter. - ed 5 oui Klein hit a Hane de 
TOOKIYM veeseccevecs 


good stead, His brother, L. 
Roza-Pereira made an. {deal 
centre forward, but lacked 
sting in his shots. oes 
Ambrose on the right wing was 


followed up his 73 with & 75. He 
is going to be hard pressed to re- 
tain his British title. 

All the leading American play- 


the game when Tsang [Ho-faok|¢ 
swam through down ‘the right 
touch-line to net with a  back- 
flip. 


from the swim up, Schreuder net- 

ting with “a powerful backhand. 
Rallton added the “Y’s” second a 

few seconds later when he swam 


105 out of 252 in a plucky. : 
effort to stave off defeat. _ | Gloucester Bal ron €. Dacre 119, ~—i : 
Barnett 107, Hammond 122). Philadelphia .. ..i--- : 10 


Sussex, southern ~ favourites, 
270 for 1 dec. (C. C, Dacre 125 ‘Brooklyn ..++.++..++- 


overcame Kent, who suffered their 
eighth defeat of the season. Frank) .: tot out, Hammond 111 not out). Leslie hit a homer. 


oo 

_ 

a 
om © @ ne Mm Mm 


z 


ra oe The Chinese Bathing Cub are|through unchallenged. ers qualified. The notable non- : Ae 
Bet i eps ei tn ehoving In the unfortunate position of hav- The “y" had Srerything their | qualifiers were Percy Alliss, who Woolley followed up ‘his 198 Worcester 448 (C. F. Walters‘2i4) a” lo ae ra ” t 
‘The Chinese backs, Wong Suen- ing several good polo players likejown way and before the interval | beat Walter Runyan 2.and 1 in the against Somerset with 53, but the and 35 for 3. Pitts burg sede : . eta 
man and Yang Hang-wa, played a Leung Shul-man, who are unable|had scored on five more occasions Ryder Cup contest, and T. A. remaining Kent batsmen failed be-} Sussex beat.Kent by 10 wickets ntene se het . 
splendid game, especially the lat-| °° get off their duties in time to|through, Schreuder (4) and Rail-| Bourn, who was beateg by the Hon. fore Maurice Tate (6 for 28). at Tunbridge Wells. St. Louis 27 41: 
ter, who, during the second half play, otherwise they would pra-|ton, Michael Scott inthe Final of the| A brilliant century by Rakewell,|Kent 128 (Woolley 53, Tate 5 for Plitsbu reh .. cre 4 100 
of the game had C. Roza-Pereira, bably be one of he strongest| In the second half the Chinese) British Amateur Chere Northants’. opening bataman, was 28) and 289. aon League. | 
the V.R.C.'s left winger, complete- teams in’ the League. team was completely outplayed by | Reuter. ‘ responsible for the Essex defefat at Sussex 305 and 113 for no wicket. ee 1d 0 
The Navy opened the scoring|the ‘Y. M.C. A. . who scored fo Kettering, and a century by Arthur - -— vhin .... wg 0 8 
“‘Friendlfes. Philadelphia teenee ee $10 


ly bottled up. 
Chinese Pivot Good. 


four more goals through Donn end <= Staples gave Notts their fourth 


aedamalae COLLEGE SWIMMERS. | Wit of the season. 
Philip Mead, who commenced the 


. HG. Leveson-Gower’s XI beat illianse hit a homer, - 
Oxford University by §4 runs at Boston me 


after three minutes’ play through 
Slade, who swam into the C.B.C. 


Wong Ki-leung, the Chinese goalmouth to score easily. MLC.A.: H . e : 
y pivot, was also very good and did) They went further ahead a few 3 i p sone Tokyo, June 22, |June fixtures with 198 . against ro ai : Philadelphia. 
not give L. \Roza-Perefya a’ free |minutes later through Barber, | w. Campbell. Mésainae Yusa of Nihonu University,| Kent, scored a characteristic 150 5 be i org: ant 277. 
rein, who scored during a melee. BCAA. “B":—Leung Lai-sang; Po| one of the winners of the 800 metTe/ against Leicester to give Hamp- xtord: 146 (. A. B, Peebles § for! 4104 
J. R: Soares, one of the V.R.C’s| In the second -half the pace be-}King-fook and Tse Kint-hung; Leung geles Olympic Games, rata’ Tod merce shire the major points. Centuries} 44) and 245. Cleveland 
‘oldest playing members, was too|zan to tell on the Navy players i Sratarg hele palerieaiiay Tong Sin-| 758.8 seconds in the opening heat{by. Armstrony (164) and Shipman! yo oashi itew with the West ; 
slow and clearly showed that he| who carelessly left Yeung Wai-lim Referee—ir. Ip Kini. of the twelve inter-collegiate _ meet-| (104) frustrated the Home county |ridies af Livarpes 1; cme Chicago ainigvs o.Nneroetoete 
has passed his prime, His tackl-|unmarked. He swam through and ing at Tamagawa pool, Tokyo, from forcing a win. | West Indies 805 and 240 tors. coe lees 
ing was very doubtful at times,| easily beat Jones. ; , Cambridge University, mak Lancashire 393 (Hopwood 112) 
‘and he should have been warned on| A breakaway on the right wing Basentials Of Golf, ‘ing their first appearance at pie | Detroit acpeees ; 
more than pne occasion for shov-|by Tsang Ho-fook saw the C.B.C. | _s- . ; - - Lord’s this season, were beaten |. ¢. C. beat “Cambridge Univer-|_ Stone hit 2 opens 
ing of. cmalee Pht oe, ; oe by the MCC., while the Dat ailfy. 8t, Lou nT ah errr 4 6 1 
Gittins, the V.R.C.. right back, yal Navy:— Jones; Walker and K Th L ft Arm As Blues. fell. before 4H. .D. ’, wickets ‘at Lord's. Burns hit a omer. , 
played a good game, but he secur- Borere eres Grover, Slade and cep e€ e S _Leveson-Gower’s “XI _ which Paiaheiace 264. and 236," . era 
‘ed very little support from his} ¢.B,C.:—Chan Chi-ching; Tong Po- included Ian Peebles (5 for 44). |W, -C-C. 283 and 208 for 3. Detrott stevineres ce : 
"colleagues. ean bas Lau Yego-chunts Worg Boe JL A century by Hopwood was the eae) : o or hit'a homer. . é ay 
_phung; Yeung elim, Tong -Po- oose Ss. Ossi C.. feature of the drawn match be- ; sienae es je set . 
lntonbley she outstanding fev eleree—Mr Ip Ke Laat 2 tween -Lancashire - and the West -: Campbell ‘hit a homer. ‘Game. 
‘ful passing and _ understanding eee ‘BY JOYCE WETHERED. JIndies, ‘Only. Jack Hobbs (Surrey) went to. 10 innings. 
among the Chinese team. ‘Their LEAGUE TABLE TO DATE : . the Nawab of Pataudi. (Worcester), ' 
‘defence was: magnificent, while at) - ‘vw EDP APE IE advocacy a £ peeve left : Lg G. rors Sy ads el 7 7 = INew Yo rk. ; 
“t e V.R.C. goal at]; | E-arm has, 1 think, been some-j “| Dyson (Glamorgan previou! 
rare ee Beat fatiad fe “it re M.C.A. pes ee Q 8 : 8 timed quite wrongly ¢riticised. -/Peached three-Agures against. the § 9 188). Cc saeltl ‘and Walker, hit homers. 
vantage of their golden oppor- 4 2°11 1613-5] This comes from an-fdea fre- 4 tourists. . iagton _ : 
tunities, - 32.1 0 4s quently. existing inthe player's]. Results as cabled by Reuter: : i . ‘ -Cronitig tiie ’ ee 
om, Th i 6 1.8.2 6°8 8) mind that a-rigid Haketsites move-l. County. Championship. . voeld,. 6 (0. 8B ey 
e Chinese started ‘off ‘fn great XM: 21,1°0 5 21 ent § meant. . ; beat. wi hire 2. 0°98) New York .s..+. 2-0 § | 
vatyle, taking possession from. the | Chung Sing BS.3 1:2 0 2 6 -2]ment Is me , : ee K ta Essex by 7 wie: | Nott’ .. ; z Babe Ruth Bis} Fy homer: es 
‘swim up. A mice passing bout| Bacay 0 3 6 He ee) “Such rigidity would go entire-| kets at Kettering. 4 o6 
2 ©] ly contrary to. the principle of Essex 275 (Cutmore 101). an 


‘saw Kwok Chun-hang send’ jin 2 
shot which Knight tipped over for 
-a fruitless corner. “oe 


VRC, Open- ‘Soma 


The Chinese team gained posses-|- 
‘ston’ from the goal. ‘throw, but 
fafled’ to take advantage of ¢-clear 
‘passage, Wong Ki-leung-taking his 
time “with ‘only * Knight. to..beat, 
Gittins ° ‘robbed ‘him of {the ee 


: the swings of: all the best ex- a. Northants, 639 (Bakewell ae sad 


over Yeung ‘Hang-wah’s head 0] ° ponents of the: straight-left-arm 
score with a powerful shot. “| ‘method... : 
Chinese Miss Opportunities. |". 7 fect’: that : the left sa 
In the ‘second half the V-BC-1-. should be ax long .os: loose. aa}: 
‘more than ‘met their match when possible ig nearer the mark: °° 
time after time the Chinese. team} -''n a f hat th : 
came near to scoring. °° Liga Decne oe ee : 
A bad tackle by IL-M. Remedios TS} ensure: accuracy and round 


was followed. by another: “Infring- 
ment.a few minutes later, and. the }- ness ‘of ‘swinging,: the longer th 


: iter by ride ‘him out of “the],- 
ne put seeing none | %* r for du ng Kwok Chuu-hang ; 
ene Se ale bis Rate L, within the-two :yard “mark: The}. ,, 
‘a latter was. awarded a penalty, 
.| he failed. to score: .-' : 
- A few, minutes later the Ch 
seored through” | “Wong - Ki-Jeung, 
th 


Jivimy “Foxx (Philadelphia “Aths, 
e. Bath iNew work Yankees) 
‘ork Yankees)’ 
‘ Pifie aps  Paillies, wb 


n 


"NOTICE TO CONSIGNEES.. | 


-“Wontinued from page 7.) 


“Don't you worry, Kriska,” be jman. ““And tell Mrs. Gal I shall not 


"AUSTRALIAN TRAMP * |. 
_ \ STEAMERS, LTD. 


Sas Fey oe 
ro A —— ¥: er : assured: her. “There'll tae te stay for supper.”. oot a ‘ 
SAN FRANCISCO via Shanghaf, Japan Ports and Honolutc. butchering here. 1 don't 1 to| Outside the gate he stopped, un- IN APR 

TAIYO MARU ‘.....+.eceree Bese epee “16th July at midnight.|die in pleces.” : ~ * {decided . esto what to do. next. abs FARES as 
_ CHICHIBU MARU .. Wednesday, 2nd Aug. at 10 a.m. Through the crack of the gate-door | ei ey ee - 
SEATTLE & VANCOUVER, . : , he saw the man go up to Mrs. Gal, To Europe and 
HIKAWA MARU (starts from Kobe) Monday; 17th July. and could not. help seeing the). Consignees nt i) Ge ee ag 
HIYA MARU (starts from Kobe) ., Sunday, 30th July.” coquettih look ‘she. gave him and/eq‘that delivery of thelr car : eae Os ee NOS Return. S 
LONDUN, MARSEILLES, ANTWERP & ROTTERDAM via the geltémportant bearing, °f hes-lnedately tbe ve : Se ee era Core 
Singapore, Penang, Colombo young. fellow as he approached her. +... GOING HOME VIA CANADA 
aU ARE case oe Os gy Say: It was evidedt that they were Dlay-lN Tn “Geliver, = an) ee GOING Hi VIA CANADA 
| PUSBIMI MARU ......++ 7) Saturday ooth July ing with fire and that there w88/""Ty the Consiguees fail to take. de: Mt So SRETURNING:-VIA‘SUEZ" se 
* HAKOGAKI- MARU ..sesseeees-- Saturday, Sth Aug. obdurate. some understanding between them. ‘luivery of the sald goods within the ma ee he fet esa See 
SYDNEY & MELBOURNE via Manila & Ports, The resignation Ene a ae ae ie ery tS ae ore eee ee aa eee aS 
KAMO MARU .....-00 sevseeee ses Saturday, 22nd July. peasant meets death, : - From. Manila, ‘China, ‘Japan via 
KITANO MARU ......0s- wacihtes Saturday, 26th Aug. neas, without reproach, Se a eet acuttla 
BOMBAY via Singavore, Wenang, & Colombe, VICTORIA and VANCOUVER. — 
GO MARU ...scccesesesseeaeee Tuesday, ‘11th July. , Yok “to Pacific Cons Sou Net ae: 
“+ TOKIWA MARU -..secseeeceee Saturday, 29th toy : voice, Death held” no , Rokohinecs 06 Pakhs Const i. 9 deve: Set -only br Dues 
SOUTH AMERICA (West Coast) via Japan, Honolulu, him. If bis time was at Rand, he|n - Express, and only on Empress of Asia and Empress of Rus: 
Los Angeles. Mexico and Panama. was ready to go us his father and . ala, the largest and fastest liners on this shortest Trans- 
: his grandfather had gone before|lives two doors away from the Gal.” |ture immediately. ‘ ; Pacific crossing. ©... WY ght a a et ; 
: Want to visit Honolulu’en route? Then,. take’ Empress of 


him. The doctor handed her two silver)” 
It was plain that nothing was to! florins, : 
be gained through appeals to the old!’ “I am in love with.a woman). 


NEW YORK, BOSTON via Panama. 
‘. Japan, the Pacific's Jargest liner, its queen ‘of speed.-Or hi 
ranning mate, da a of Cinada. Speed. Or her 


By 


‘On arrival Vancouver step on board train for the journey 


: LIVERPUOL via Port Said, Beyrouth, Istanbul, Piraens, Genoa. 
: and Valencia. 


and| ° Hong Kong, 30th June, 1933. 


+ MORIOKA MARU 
tTOKIWA MARU 


_BHANGHAI, KOBE & YOKOHAMA. 


. Piped b agaaiet ss ba ine pes 16th July. man to save himself. But — ae Yd like eomething that would make|_- é : aes 

3 UTT gapore, ng & Rangoon. the very real concern of the almost/her love me," he said. - ‘ . Te through the World F: 

+ PENANG MARU ...---eeeeeeneee Saturday, 8th July. | frantic doctor began to touch the| -“Qh, that can’t be, my boy. You CONSIGNEES’ NOTICE. : and aches ated the senecaaentlen sacs Montes) : 
.. Saturday, 16th July ld man’s heart. He pitied the|look like a scarecrow, and they don’t A “ ST: L WRENCE SEAWAY. , : 


Saturday, 29th July fellow’s agitation, He was sorry usually fall in love with men like 
. _- |that this man should be, so grieved} you.” : : 


THE BEN LINE STEAMERS, 
and, half-ridiculously, half-patheti-|" “True, mother, but I could give LIMITED. 


Most direct, most scenic, shortest route. to Europe. Fully 
two days cut from open ocean and.spent in the sheltered 


— 


+ LYONS MARU .....eeseeee eee Wed, 12th July : : : 
{MALACCA MARU ....sseeeeees Tuesday, 18th July eally, John began to console the)ner all the silks she wants and all) prom LEITH, MIDDLESBRO’ waters of the St. Lawrence Your select 

physician. the money she could spend... "ANTWERP, LONDON: ence Your selection of 5 types of 

KITANO MARU (Nagasak{ direct) Friday, . 21st July. Suddenly the Doctor remembered] “And who be the woman?” *, accommodations. Your cholce of 12 Canadian Pacific liners 

_HAKUSAN MARU ...+5 desoseces Friday, 2ist July. "_—‘|[that considerations of money will) “Mrs. John Gal.” : aan _+ ++ each # head-liner in her class: 

Telephone 30291. .. (Private work wonders where a peasant is| You can pluck every rose, ‘€X-|whe Steamship : 3 Empresses ......¢0ese00+-. First Claas.» 

For fuzther information apply to:—NIPPON YUSEN KAISHA concerned. So he said: cepting those that are plucked.” “BE NVENUE" 4 pues sevectseceaveses LUXULY With economy. 

tCargo only. ; exchanges to all departments). “You'll have to pay the three| That was . just what the. doctor 3 5 Cabin ships......-.-+-++---Low cost but solid comfort. 

: u : hundred, you know, whether I|wanted to know, : CONSIGNEES ‘of Cargo are hereby All ships ...scccsscceeeseeess Tourist and Third Class.. 
; informed that all Goods are being/# 8 to 5 sailings weekly from Montreal and Quebec (trains 


amputate your arm or not. It 
would be wasting money not to have 
the operation. Jt only takes five 
minutes.” 

“Well, you can prescribe some 
ointment, just to be earning your 
fee,” said the old man, as calmly as 


Bo direct to ship-side) to British and Continental ports. : 
GREAT. REDUCTION. ON ALL 
THROUGH FARES. ; 


be?” he asked. % ous an 
“Paul Nagy, the hired man. She of The . 
must be in love with him, because|¥ 
she comes here often for potions. I = 2 ; 
gave her the last year’s. dust of} No claims will be admitted after 
three-year-old creepers to pour intolthe Goods bave left the Godowns, and 
if -he were bargaining over a pair|his wine.” fall Goods cemaining undelivered after 
of boots. é “@and -does John Gal suspect any- the 10th July, 1938, will be subject to 
Mon., 10th July | It was no use. Disgusted and|thing?” : 3 rent dais agaiait :the _ steamer 
; obra dei ve Raping bat “Smart a8 he may be, feminine|must be presented to the Undersigned 

man’ and went out for a 


wit beats him every time.” . lon or before the 24th July, 1838, or / 
think. matters over and discuss the they will not be recogn 
problem with .some of: the village 


mt The-doctor returned to the Gal Fn broken,  chafed "and ‘damaged 
Wed. 19th July |wiseacres. He found little good 


house and found the lovers stillicoods are to be left. in- the Godowns, 
UENGS | Riode Jenelro Maral Tues, 22nd Aug. jadvice, however, and it was equally 


NEW YORK via Japan, Los| HokkaS Maru ....- 
Angeles and Panama. Call 
Direct at Cristobal, Puerto, 
Colombia, Boston Philadel- 
phia & Baltimore .... --- 


chatting, while the hired man wiped| where they will be examined on the 
Ww with a rag the backs of the horses|&th July, 1933, at 10 am. by Messrs. 
in vain. to bring the notary and the|that were now. ready to take the Goddard & Douglas. ~ 
Justice of the Peace to the patient’s|doctor to the station. She beckon- 1g BACON WHEN the, Genera paces 
bedside. The young woman was sl-led to him to approach. She dug -her|must have -s Revenue Officer in .st- 
ways there to offset. any wicked plan) hand into her bosom as the city man tendance when damaged dutiable 
Thurs., 6th July jon; the part, of the Doctor, and she examin: 
Mon., 7th Aug. |never missed an opportunity, for 
putting in - word or ‘two to 


approached and drew out three are ed. 
No Fire Insurance has been effect 
strengthen the obduracy of her hus- 


hundred florins in, bills.- : ed. 
“For your trouble, doctor,” she|™ Bills of Lading will be counter- 
band. The Doctor gave her a wick- 
ed glance now and again, and even 


MOMBASA, ZANZIBAR, 


DARES-SALAAM, BEIRA, ete Meee 
BARES SAG Me ROUES’ Manila Maru ....-. 


DURBAN, PORT ELIZA.) 


& SOUTH AMERICAN 
PORTS via Singapore & 


said, offering him the money. -eigned by, ; 
“Right,” gald;the doctor, “but it). GIBB, LIVINGSTON & CO., LTD, 
will. rest on your conscience, you Agents. p 
Hong: Kong, 3rd, July, 1933. 


Colombo ..,sececersee sees 
M : BNE, BRISBANE, shouted at. her: pretty woman, that I did not de- 
ELBOURNE, BNC Brisbane Maru Wed- Bth July | “You hold your tongue when men \sert’ it more.” : 
; oes rn ore.” 
BYONEY) Nir dbert pe Melbourne Maru ..jSat., 5th Aug. {are in conference!” he eaid, My soul will bear {t all right. ee ; = — 
; “The hen is somebody on the {Don’t you worry.” jdidn't hurt him a bit now. -He 


“Very well, Just’ have my 08g \suddenly slapped his forehead and 
put into the carriage while I say|Jooked up. 
good-bye to your husband.”. 1} «what a stupid’ fool Iwas. I 
Jonu .Gal was lying exactly where!ghould have noticed long ago...- 
he had been left. His pipe was Un-|"That snake of a woman!” - - 
lit, and his eyes were closed as if]: “No use swearing at the womaa,| 


Tues., 4th July |cock’s dunghill,” she retorted, 
Wed., 19th July |swinging her body. 
John Gal hastened to prevent a 
quarrel. : 
Thurs. 20th July | “Don't get too nofsy, Kriska. 


Havre Maru .... 
tLondon Maru ... 


BOMBAY & {KARACHI via 
Singapore, t{Belawan Dell, 
qPenang & Colombo ...-- 


CALCUTTA -via Singapore, 


{Belawan Deli, Penang seavana: Pacis: 


‘| Tuesday, Ist Aug.|You'd better get a bottle of wine for 


‘and Rangoon ...s6.-sse+ tHimalaya Maru . a . fe : 
. rs : the visitors. he were taking a nap. _- Mr. Gal. She has her youth; she’s are : 
JAPAN PORTS. -;] Borneo Maru ....| Sun, _ $th July | “From which barrel? she asked. He. looked up and cocked one eye|full of health and life. That's what. ; ea : 
“Fyom the two-hecto barrel.,, But She may’. yet be quite innocent, but|] LONDON SERVICE. . coe 


W\NTENOR’ 6 Joly Mereeflg “Lonfon. Rotterdam and 


JAPAN via Takao & Keelung| Panama Maru ....|Mon, 10th July |for my funeral feast you'd better 
EONS te Clery: ont Hozan Mara ....--] Sun. oth rine tap the three-hecto barrel: It’s get- ‘ikaw. 
Gay) ecesese 1 ee eee canton Mara ....+- Sun. «16th July jting sour.” sqUENELATE” 12 Jol’ Gacblance London Holterdam Hembarg 
AKAO via Swatow and He was quite resigned to the idea 2 Nope mami os Raa oes 
bree FL dete pert Delf Maru ........ Thurs, 13th July. |of death, Tne visitors drank and LIVERPOOL SERVICE. 
Y) cesesensenrracnagens left him to make his peace with God. ee ets See 
ies : E : Jn the courtyard Doctor Birli met “p RDANUS" i ate a 28 July Tripol , Have aod Liverpool 
pot some ther Padeelort Please apply’ to: -Ithe hired man, a young, powerful-|.. ; NEW: YORK: ee SERVICE. * Sos 
c el oP ae : looking fellow, a man-of-all-work. ‘*TEOILUS =~) TEL BIaly ‘Boston, New, York and 
Fs OSAKA SHOSEN KAISHA. “Get the carriage ready ; 1 shall be Seen io. * Baltimore ee Phipploss and Bteata” —” 
. ‘PACIFIC SERVICE. 0 


Telephone 2806). joff in half an hour,” he said to the 
: = : (vig KOBE. & YJEOHAMAD 8 Gee 
_\PROTESILAUS"* “|... 13-Jely Viovoda Feattle snd ‘Vancouver, 
“MERION oo ct & Ang, Vietoria. Beattie and Vancouver. “” 


: 1 a ; ow 
SHIPBUILDERS, ; go Behe S ages STR par nee 
ray Eee a ae eS : : The. “pepan: to. tres would be # pity: ' SUMMER CRUIS 
SHIP REPAIRERS, . ie eas Kong, to Shangha, 
; : Ho fee o Peace” turn from. June to 

eee al < Spelalky: red 


BOILER MAKERS, 
FORGE MASTERS, : 


BN 


Olga Korzakov Dies » (Continued from Page 6.). 


Apcar and Goede At Nice. : - Monday, July.g'| Tho difference:. between the ‘pre- 
hace 3% Te i er aa ib tte Vila, Ee eeee ees at sent Inflation and the last is that it 
ee eee. Se TRICK ENDS IN TRAGEDY Shun Chik Britisn Tas Prwaiit deliborate, and that it ts employ- 
: ‘ rw) “Belgrade. Saigon, buoy No. Bb. — Wo ed by Hitler to raise internal prices = oe 
a ua rhe dont ate toe at Oza), 2 ME SOME Og 2,2, fae Oe te ne ee [Sas toute Ben 
; ; oe Korzakoy, a 68-year-old Russian re- Vari Heutsz,. ‘Dutch str, 2,7 mon struggle with the mortgage-|° fe tie ig 
Rete eo. a . : ifugee, who once lived in’ London, e-| - tons, Capt. K: H. Hemkes, | bolding banks. aaa ane ay es 
7 Pe. PGE? ‘ealls the amazing fragedy of her} ‘from Singapore, -buoy ‘No.| Whether Germany - abandons her 
j , youth, which, resulted in. a young Ag. — J.CJL. present high tariffs or not, she can-| ~ 
_ rae ; Joficer being married, divoreed and]. _— epee Sit not, unless Hitler renounces his en-|. 
; , : “a: ;shot within ong hour, , ae Sr P C ih ee 1,216 ‘tire programme, abandon the import | 
(COMPANIES incorporated in ENGLAND). ns, Capt. C. Harris. Walk- ‘ 
Olga. Korzakoy lived in Moscow e Roihow, quotas which she now secretly im- 
: ASSENGE MERS j : f r, from how, buoy No. : 4 
MAIL AND PAS aR STEA 4 e »| sehen she was 16, She was.-the Bib. — B.& SS. “jposes throughrthe severe control of 
T AKING ¢ ARGO : FOR : : {rot striking beauty at the Russian| — : Tues diay. July P foreign trading -practised by the 
STRAITS, JAVA, BURMA, CEYLON, INDIA, PERSIAN GUL¥,|Court, where she was taken by her). caine: a ieee Bay Gera . 
RAP INDIES, MAURITIUS, EAST AND SOUTH AFHICA, father, who was one of the Tzar's grog ct ay erneiiige mais earns acon RS fa 
AUSTRALASIA, INCLUDING NEW ZEALAND AND |elosest friends. Many men clamour-| . » Saigon, Kowloon. Wharf. bmn bebriers round Germany are Hhely to 
QUEENSLAND PORTS, AND RED SEA, EGYPT, ed for her hand and among them! © MM. ion, WHat, — be. event higher, not lower, Germany, 
CONSTANTINOPLE, GREECE, LEVANTINE: Lets ofteete “otall, cana, <of -|indeed, will be a closed State, a vese edly 22 
- : ; » a Lass jClara Jebsen, Danish. str.; 1,145 country deliberately practising econ- ‘Van Buren :..Aug. 19 
PENINSULAR & ORIENTAL FORTNIGHTLY |Po% Curr’. Among these was a)" tons, Capt oy Dabs vier ock acien Gun asa Pree, Garfield s+, cBepe 
~ Y AIL $1 MERS young Captain Rozvolski. Saigon, buoy No. B9, —' " ; agricul) Pe ee eS 2 
DIRECT RO AL M STEAMERS, ! One: night, when Rozvolski and Yuen On &'Co. ; larg = oe only prosperous again ; 
(Under Contract with H.M. Government.) {nis friends ‘were carousing, they|Hai Hing, Norwegian str., 1,445 ne Bas Stace ed re eee as ESN Re ee eea ERS ee awegers 
: Teard by ci ; id ++ 4,449 employable surplus of the industrial 
: ‘heard by chance that Olga's father} tons, Capt, Clef, S. Qlseth' ooutation, MB MOST FREQUENT SERVICE ON THE PACIFIC] 
om. : . im 7 a) F 
8.8. | Tons | Hong Reid + Destination. thad been suddenly called away from a rated No. ae om will pouty 2 
J ‘About home. Rozvolski conceivd'a bold! =  itcioniahet as of course, be inevitable me a Treg eis: Ee 
‘plan to win the girl. He went to:Murohime Maru, Japanese str,,;ompromins in the actual realisa- “ Weds nap Poco J per soot tinh dled oer ge ete ‘ 
1908 ant win eke wet 20H ton, Capt Kulucay tn off Nas prramne, Hor] f= ARG. i og aa on fee he al 
- 5 P| a 3 be i a are a’ e on Presiden nel oJ 
RAWALPINDI 17,000 15th July | Bombay, Marseilles & London. Pieper trom her father, saw; iy, ae eve r ingenious may be the proposal ., ing between Juhe Ist and-J ly Sist, Final return time 
ae 6,000 17th duly Straits, Colombo & Bombay. | ‘ pe a perma her es bere re = ee ‘ : to al trade to craftsmen and “ Hmit ia Beptember 30th. re Clase ose Class 
: 6,800 22nd Jul 0 , i. : ¥ oO his apartment, cel esan aru, AILS: ., small ? * : ee a rs tow 
RANPURA s : : m Poor, aan, Annee “lull.” there she was toveed to join in their | 1,961 tons, Capt. Ss. Hara jagulnat Se eed wees , Hong Kong to Leger & return G5132.00  , G9240.00 
RAJPUTANA Te8t ee Au | Bombay, eee Soh, ote oe ne from . Miike, . Stonecutters'the peremptory orders issued by Oe oe cecccsentg «+ GS360.00  GE196.00 - 
PBANGALORE | 6000 19th Aug. Marseilles, Havre, London, Hburg,' 02 hee finer’ saris ae Anchorage. — M.B.K. roby dit igre to the big stores ze Hong Kong t San Froneisco ‘ddibaon. : essing : 
if ; tw q is him what nad na: a - - 1 iviti ae TAQUIT .ocoee ebee toe . : .! 
RANCHI 17,000 26th Aug. Moracilles & Landon, ee ‘ed at once to the a arid intarised Pres. Taft, American str. 8,418 \ which they ‘have ties coor oat on ae so 
vnorte Pry Pc Sent Borolere Marseilles & Londen. ‘him. The Tzir ordered a special! tons, Capt. John Griffith,’ with craftsmen and small paremen 
. S i i seilles, : , Hburg,' : z I i : d ’ 5 
F i en Rdam, sateen & Holl mre, parade of offiters, during which Qlga | ae Meni en is merely a childish pretext for an-. DO LLAR ST EAMSH IP LI N a) 
: “yeeDeet 16,000 23rd Sept. | Marseilles & London, ~ picked out Rozvolski as the culprit. Cea an ae Sine noying certain ‘successful depart- 
#*SOUDAN Wyo 14th OEE Bombay, Marseiles, & Pon burg: rhe, taar Immediately sent for a|Shojin| Maru, Japanese str.,.Mental store owners of Jewisn) AMERICAN MAIL LI NE 
Fatterdam, Antwerp & Hull. ‘priest “and ordered. him to marry 3,366 tons, Capt, — K.jorigin. No glorious economic re-| . , 
MANTUA 11,000 2ist Oct. | Marseilles & London: Captain Rozvolski to Olga Korzakov. Glishima, from Miike, buoy jcoustruction of the State is to bay - 4, Shakee ‘Street. 
RAWALPINDI 16,000 4th Nov.] Bombay, Marseilles & London. ‘When the’ ceremony was completed, No. 28. —MS.K. - achieved on these lines. : ; - noes - 
+*BURDWAN €.000 11th Nov.| Marseilles, Havre, London, Hamburg,!ne ofdered him to di hoon tin : : : oe ee ; 
: Rotterdam, Antwerp & Hull. reere mt ivoree them im-|syale, British str., 1,845  tons,' Nevertheless, even in the’ most : Hoy 7 
COMORIN 15,000 18th Nov.| Bombay, Marseilles & London. mediately. This ceremony was also! Capt. G. H. Wilkins from |£2ntastic of Hitler’s economic pro- : ; : “ io 
a ey 18,000 2nd Dee Bombay, Marseilles & London. ., [ppendil completed. Then Razvolski’s; ‘Swatow, Douglas f posals (which sometimes bear an s : 
; arscilles, Havre, London, Hamburg, badges of rank were torn from him,|" : - ~-|musing resemblance to . those of | PEP. , 7 TINT: 
2 Ridam, Antwerp & Hull. saab marched away under escort, arte mk 651 to Gandhi),' there ix. to be discovered rs BARBER : WILHELMSEN LINE : 
and within an hour of being married * ” NS,’ a certalnu n of primitive 1 . : 7 Se NS 
; . he was shot. . : ; Capt... J. E. Harvey, from| In his ae eit: Me o : MONTHLY SERVICE 7 
© Cargo only. +Calls Cazablanca. | The dead officer left huge for- Sameera trae No, B9. — Wo rather than reasoning mind, Ger- ; “ ; To. Lae tg 
Frequent connection from Port Said for Passengers and Cargo to Con- ‘tune, which went to his bride of one|y, ‘op La 8 jmany can only be saved by a awitt PACIFIC PANAMA’ CANAL, - ATLANTIC: 
stantinople, Pireaus, Smyrna and other Levant Ports by steamers of the:nour, But she could never forget) ant z eee tons,ireturn to her simple — medieval ‘COAST —_— ZONE _——~ COAST. 
Khedivial Mail Steamship Co. . the tragedy of --her wedding. She Canin Bucy Ne » from structure. .Moreover, certain of his US.A. : = U.S.A. - 
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*BANGALORE | 6,000 13th July: beautiful things. Honestly 1 
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“The failure’ ‘of la 
ent agencies 1 


‘and eaves on July’ 5,. she: is 
ly 7, and will ‘leave for} 5, 


oA -. WEDNESDAY, JULY: 5.0) 
’ Stralts, Ceylon, Indid, Mauritius, . “ in 
East ‘and. *South Africa, Egypt °.@ +) ae 

+ Attenor 9°. 


‘August 4). ; 


and Europe vis - Marseilles «+++ 
oe os . Due ‘“Marsellles, - 
Jon Ren oe . 
’ Registrations ...... “145 pam. 
(Le * Letters» 2.30 pm. 
Amoy ‘4% ; Tainan vaeyess 8,80 Dame 
Letters’ for -. “Bandoeng—Amster- °° 2 Pei 
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: titer ‘ sabe 
| dam“Air Mail- Service.” 
Ea picwact ceri ~ Registrations 
” Lette: 5. Letters. °. 9 
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Conte Verde... 
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Holhow and: Pakho! 
Swatow,-Amoy.and Foochow 


At 2.80, 5.10, 7.15 & 9.30. p.m. 


A GAINSBOROUGH’ PICTURE. 


ius ar : 
NOW ON SALE 
3a, Wyndham Street, 


: THE AIR-CONDIC} 

0-DAY ONLY 

ANOTHER BIG DOUBLE 
ATTRACTION! 


RENATE | 
MULLER 


(TRE “SUNSHINE SUSIE” GIRL)|Y 


ON_THE SCREEN 


. with: . : 
HARRY GREEN, GEORGE Rosey! #facy Shannon 
‘\ BIELY CARYLL ADDED ATTRACTION 
JAN HUNTER — ON THE STAGE —_— 


MAURICE EVANS. CHIN LOO 


COMPANY Ay CHINESE 
JUGGLE ES AND 
ACROBATS. 
PRICES re USUAL. 

BOOK EARLY. 


220-518 
1.15-8.90 


DAYS 


Qox 10- Re & See 


THE MOST 
EXCITING 
COMEDY DRAMA. 
EVER PRODUCED. 


GREAT. igen THRILLER 


Screaming Brukes . { Serseching Whistles .. Flashing 
Rails . . . As Giant “Wheels Round Refrain ‘of Flying 


. Suggernants. ine 
AT 2.30, 5.20, 7.20 


MAJESTIC 950 Pa. 


A BOUQUET TO YOU 
SLIM SUMMERVILLE 
_AND ZASU PITTSI. - 


AT 
THE 


comedy att os the two se. 
vants Lee ase Ceeeeee? ates 


| 


4 wows R >i 13 on N iY. 
per? Bice 
‘TH. sara 


Jung (Italy), 
but yielded to Thursday. 


EIGHTY ; NINTH YEAR OF PUBLICATION. — 


ia = debi JULY = 1933. 


RECESS SECURED BY 
a (Continued from: Page 1). 
behalf of the Steering Com- 
mittee moved the adjourn- 
ment of the Conference. 
Mr. Hull protested and sug- 
gested a re-meeting to-morrow. 
M. Bonnet, and Senor Guido 
suggested to-day, 


They declared, however, that 
they are very positive that a solu- 
tion must be found by then, and 
in their opinien, the best proce- 
dure was an adjournment of the 
Conference . as fixed yesterday 
morning by the Bureau. —Reu- 


‘ter. 


Bureau Meeting 
Yesterday. 


MR, HULL'S MEETING WITH 
MR. MACDONALD, ~~ 
London, To-day. 
The situation created by the 
statement of the American policy 
regarding the temporary stabilisa- 


poning, the proceedings, at least, in 
regard to the financial work of the 
Conference, were debated, and 
it was anticipated. that some 
decision. on point might be 
reached. at the’ meeting of 
the Bureau of the Conference 
summoned by the President, for 
Mr. Ramsay MacDonald yesterday 
evening. Before the Conference 
was called, the chief of the 
| Amerei¢an delegation, Mr. Wil- 
liam Cordell Hull had, an hour’s 
conversation with Mr. Ramsay Mac-| - 
Donald. 

The meeting of the Bureau lasted 
for 40 minutes. It was announced 
afterwards ‘that no decision had 
been: reached and that the meeting 
would be resumed tomorrow morn- 
ing. 

tt is understood that this course 
Wwas taken at-the instance of the 
American ‘representatives whu de- 
sired further. opportunity of ex- 
plaining President Roosevelt's state- 
ment. It was also felt that further 
consultations with the delegations 
not represented on the Bureau would 
take place before that body made 
any recommendation to the Con- 
ference as a whole.—British Wire- 
less Service. 


© ere 


tion of currencies, was discussed at|: - 


length in World Economic Confer- 
ence circles yesterday. - 


In delegation ‘meetings and in 
private conversations, the advan- 
tages and Glnaavantaees of post- 


TO-DAY & 
TO - MORROW 
2.30, 5.15,° . 


Miss N.. Paterson,‘ daughter yf 
the Hon. Mr, J. J. Paterson, was & 
passenger on the ms. Asams 
Maru which left for the North this 
morning. ~ 


715 & 9.30. — ¥ ¥ 


STEP RIGHT 


UP FOLKS! 


The pufawmance. 
Ia begin-n-ning! : 


. Jimmie Bates, master ot 
bunk, ballyhoo and apple- 
sauce, put this side-show 
doncer on Broadway over 
night! ° 


See this drama of 
an amazing career! ; 


Geigy pan Page 1) 

. America is not to. be represen! 
ed In the Men’s Doubles this year. 
Yesterday L. J. Stoeffen~ and 
Clifford Sutter, after winning the 
first two sets, lost to J. 8. Olliff, 
former British junior champion 
and a product of St. Paul’s School, 
and J. Wheatcroft. ‘one. of the 
famous tennis family. - 

The British pair provided the 
biggest sensation of the. day when 


they emerged victorious after 66) 


games. - 

The scores were 5-7, 2-6, 
11-9 8-6. 

Adrian Quist and Don Turnbull, 
the Australian conquerors of 
Ellsworth ‘Vines and Keith Gled- 
hill (U.S.A.) were beaten by E. D. 
| Andrews and A. Stedman, winner 
and runner-up in the New Zealand 
Championship, after twice holding 
the lead. 

G. P. Hughes and Fred Perry, 
Britain’s Davis Gup pair, were ex- 
tended to 67 games before 
eliminating Gentien and Boussus, 
the young French pair. 


1-5, 


SS 
PORK CHOPS DIVORCE 
; Chicago. 

Pork chops may. be a delicacy 
for some folks, but Peter Kupiac 
says that he found them to be a 
cruelty. 

‘Although he owned a ‘meat 
market he got nothing but pork 
chops for a year, he alleged in a 
bill of divorce sae his wife. 


NEXT GHANGE | 


|_NEX 


“Her Golden Genius = 
in Full Flower, «: 


For the first time the ~. 
“screen. reveals the 
stortlingtricksof press- 
agentry in a million. 
laugh-power show! 


“7, LUPE WELEZ 
“and-LEE TRACY. 


We CugenePallette, FrankMorgan- 
* SQ Direction and dialogty Gregory Lo Cove - 


A REMARKABLY FINE COMEDY 


+ Ded 0, Selzsick, . 
a sotageiee! 


Stee 


THAT YOU WILL ENJOY IMMENSLEY.. 


. Idéal of Women! 
Tdol of wen! bringing 
Star-Studded entertainment 

in Her Greatest Picture! 


LADY WITH 
Hees 
BEN LYON: 


ote: H. ae 


ee have GARDAN in n the housel 


Inthe. tropics. pain. “and. illness are particularly’ liable to. 
aappeae suddenly. In headache; toothache, neuralgia, rheu-. 
; stiatica, lumbago, muscular pains, . and: above:all 


GARDA. 


CHARLIE CHASE 


MICROSCOPIC MYSTERIES 
Ant Antics Made Gigantic. | 


GOLD: & SILVER eee 
: Latest designs and ‘styles. 
“BHA, Queen's. Road Cc. .t Tel. 27684. 


AIR CONDITIONED THEATRE 


“The COOLER i is now in FULL OPERATION. 
". - TODAY ONLY AT 2.80, 5.10, TAS &°9.20; 


Two Hours: of Undiluted: Fun! 


Metro-Goldicyn-Mayer’s - >: 


"Burlesque Programme 


- including 


“THE LAUREL and HARDY 
“MURDER CASE” 


FLIP-THE-FROG 


“ Hasty Mice? « Africa “Squeaks” 


“h ni ue 


‘A DESERT REGATTA 
Novel ‘ Racing in- Utah: 


HEARST METROTONE NEWS. 


Ww 
f wuy?. HOW? 


~ Crate js kitt by 
stealth -... wes It'a 
maniac who dared to 
_ murder the American 
. football hero on the 
open field In the 
yeas's big game... 
‘while “70,000 wit- 
nesses ‘looked, on? 


‘of ‘a. screen. — 
é one of the: most: ‘unusual bories of 


